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Poss, Carol 

Outpatient surgery documentation: Incorporating 
nursing diagnoses 53 (Jan 91) 81 

Rabar, Florence G 

Gamete intrafallopian transfer: Another approach for 
the treatment of infertility 53 (Jun 91) 1466 

Ragona, Alice 

Parliamentary procedure need not be a mystery to 
Congress attendees 53 (Feb 91) 327 

Ragsdale, Diane; Burns, Ellen L; Houston, Susan 

Absentee patterns among OR staff: Identifying 
aspects of the problem 53 (May 91) 1215 

Rappaport, William D 

jt auth see Hansen, Vicki A 53 (Jun 91) 1519 

Rauscher, Judy; Farber, Robert D; Parra, Raul O 

Camey procedure: A continent urinary diversion 
technique 54 (Jul 91) 34 

Rebar, Linda A 

The nurse as inventor: Obtain a patent and benefit 
from your ideas 53 (Feb 91) 468 

Reece, Barbara J 

jt auth see Dougherty, Kathryn G 54 (Aug 91) 244 

Reeder, Jean M 

Advancing perioperative nursing with Project 2000 
(PM) 54 (Sep 91) 440 

AIDS issues are political, professional, personal 
(PM) 54 (Oct 91) 692 

AORN members can assist new committee with 
identifying ethical issues (PM) 54 (Jul 91) 8 


AORN’s commitment to the effectiveness initiative 
needs the support of all its members (PM) 53 (Jun 
91) 1346 

Giving thanks and saying ‘thank you’ (PM) 54 (Nov 
91) 952 

A global glimpse of perioperative nursing (PM) 54 
(Dec 91) 1162 

On collaboration in nursing (PM) 54 (Aug 91) 196 

Perioperative nurses showed courage and commit- 
ment in meeting the challenges of Desert Storm 
(PM) 53 (May 91) 1134 

Reilly, Donna M 

jt auth see Jones, William G, II 53 (Apr 91) 917 

Reis, Joyce G 

Using change dynamics to implement a new soft- 
ware system in the OR (Compute) 53 (Apr 91) 
1048 

Robinson, Judy; Coates, Susie 

Controlling inventory: A cooperative system 
between the OR and materiels management 53 
(May 91) 1209 

Robinson, Melody 

jt auth see Wilhelm-Hass, Elaine 53 (Mar 91) 754 

Rogalla, Carolyn J 

Pancreatic duct calculi: Treatment by pulsed dye 
laser 53 (Jun 91) 1506 

Rothrock, Jane C; Hixon, Janet K 

Leaders in perioperative nursing convene to discuss 
their vision of the future, the specialty, AORN 53 
(Feb 91) 312 

Rowley, Sandra 

jt auth see Wilhelm-Hass, Elaine 53 (Mar 91) 754 

Ryan, Montse E; Martin, John F 

Surgical nurse liaison: Expediting the surgical 
admission process 53 (Jun 91) 1529 

St. George, Miguela 

jt auth see Derkay, Craig S 54 (Nov 91) 989 

Satterlee, Grant B 

Perioperative implications of cocaine use, abuse 
(Pharm) 53 (Mar 91) 779 

Schmaus, Diane C 

The basics of bar code technology (Compute) 53 
(Jun 91) 1542 

Computer security and data confidentiality 
(Compute) 54 (Oct 91) 885 

Disk operating systems: What they are and how they 
operate (Compute) 53 (Feb 91) 500 

Evaluating computer-assisted instructional software 
for the OR (Compute) 54 (Dec 91) 1297 

Implementing bar code technology in the OR 
(Compute) 54 (Aug 91) 346 

Schmekel, Carol E 

Nursing group practice: One innovative model 53 
(May 91) 1223 

Schramm, Carol A 

Forensic medicine: What the perioperative nurse 
needs to know 53 (Mar 91) 669 

jt auth see Fadako, Marianne A 54 (Nov 91) 1004 
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Schulz, Daryl 

jt auth see Dougherty, Kathryn G 54 (Aug 91) 244 

Shafer, Amy L 

Cardiopulmonary resuscitation drug therapy (Pharm) 
54 (Nov 91) 1070 

Shumaker, Ruth 

jt auth see Spry, Cynthia 53 (Apr 91) 905 

Sirio, Carl A 

jt auth see Klinger, Donna 54 (Sep 91) 483 

Smith, J Stanley Jr 

jt auth see Klinger, Donna L 54 (Sep 91) 483 

Spry, Cynthia; Botsford, Jeannie; Baker, Joy Don; 
Shumaker, Ruth 

A report on infectious and noninfectious surgical 
waste disposal and its relation to the overall waste 
problem 53 (Apr 91) 905 

Spry, Cynthia; Jenkins, Marion 

Intraoperative log: Development, revision considera- 
tions 53 (Mar 91) 740 

Stein, Patricia; Zera, Richard T 

Home Study Program. Breast cancer: Risks, treat- 
ment, perioperative patient care 53 (Apr 91) 938 

Steiner, Laura A 

jt auth see Gaehle, Kay E 54 (Sep 91) 546 

Stephenson, Larry W 

jt auth see Koroteyev, Alexis 53 (Apr 91) 1005 

Steuer, Katie 

Home Study Program. Facial fractures: Diagnosis to 
discharge 54 (Oct 91) 774 

Stevens, Johannah K; Miller, Jeffrey I 

Transrectal ultrasound: An aid to diagnosing 
prostate cancer 53 (May 91) 1166 

Sullivan, Eileen M; Wanich, Christine K; 
Kurlowicz, Lenore H 

Nursing assessment, management of delirium in the 
elderly (EC) 53 (Mar 91) 820 

Swarts, Nancy K 

Vocal cord paralysis: Treatment with Teflon paste 
injections 53 (Jan 91) 62 

Tappen, Ruth M 

‘Alzheimer’s disease: Communication techniques to 
facilitate perioperative care (EC) 54 (Dec 91) 
1279 

Taylor, Wendy K 

jt auth see Moss, Vicki A 53 (May 91) 1158 

Thomas, Beryl L 

Pain management for the elderly: Alternative inter- 
ventions (Part IT) (EC) 53 (Jan 91) 126 

Thompson, Jody 

jt auth see Koch, Fran 54 (Aug 91) 224 

Ulimann, Eileen 

Issues surrounding laparoscopic cholecystectomy 
(CI) 54 (Dec 91) 1291 

Vasilev, Steven A; Liming, Pav’ R 

Ectopic pregnancy: Etiology, diagnosis, treatment 
54 (Nov 91) 1030 

Vincent, Nancy 

jt auth see Anderson, Linda K 54 (Oct 91) 826 
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Volpicello, Carolyn 

Bone cyst of the acetabulum: A case study 54 (Aug 
91) 291 

Walker, Mary Jean 

Selective dorsal rhizotomy: Reducing spasticity in 
patients with cerebral palsy 54 (Oct 91) 759 

Walleck, Connie A 

Building the framework for dealing with ethical 
issues (Ethics) 53 (May 91) 1248 

Wanich, Christine K 

jt auth see Sullivan, Eileen M 53 (Mar 91) 820 

Watson, Donna S 

Issues surrounding intravenous conscious sedation 
(CI) 54 (Jul 91) 105. Correction 54 (Aug 91) 341 

Safe administration of midazolam (Pharm) 53 (Jan 
91) 162 

Safe nursing practices involving the patient receiv- 
ing local anesthesia (CI) 53 (Apr 91) 1055 

Webster, Carolyn S 

jt auth see Carr, Tony 53 (Apr 91) 986 

Weindel, Jana 

jt auth see Gaehle, Kay E 54 (Sep 91) 546 

Welch, Tony C 

Mandatory HIV testing cures no one (Ed) 54 (Nov 
91) 

955 

Wells, Maryann; eddy, Karen 

Audiovisual specialists can make life in the OR easi- 
er (O) 54 (Sep 91) 632 

Wilhelm-Hass, Elaine; Rowley, Sandra; Robinson, 
Melody 

The OR record: Developing a format for document- 
ing care 53 (Mar 91) 754 

Williams, T Franklin; Katzman, Barbara 

Aging research and its influences on health care 
(EC) 54 (Jul 91) 118 

Zera, Richard T 

jt auth see Stein, Patricia 53 (Apr 91) 938 

Zingg, Barbara M 

Managing burns in children: An intraoperative nurs- 
ing care plan 54 (Sep 91) 568 

Zuffoletto, James M 

The nurse as an expert witness (Law) 54 (Nov 91) 
1066 

Zurlinden, Jeffrey 


Home Study Program. Situational leadership: A tool 
for OR staff development 54 (Nov 91) 967 


SUBJECT SECTION 


ABDOMEN 

Retroperitoneal approach to abdominal aortic 
aneurysm: Positive outcomes for patient and 
nurse (Bensen) 53 (Jan 91) 42. Correction 53 
(Mar 91) 692 

ABORTION, INDUCED 

‘Gag order’ sets dangerous precedent (Ed) (Palmer) 
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54 (Sep 91) 443 

ABSENTEEISM 

Absentee patterns among OR staff: Identifying 
aspects of the problem (Ragsdale) 53 (May 91) 
1215 

ABUSE OF PATIENTS 

Emotional distress as a basis for claims (Law) 
(Murphy) 54 (Aug 91) 342 

Accident Prevention see SAFETY 

ACCOUNTABILITY 

Jewelry, air exchanges, and personal reading materi- 
al in the OR; home laundering of scrub clothes; 
handling recently sterilized packages (CI) (Fogg) 
54 (Oct 91) 880 

ACQUIRED IMMUNODEFICIENCY SYN- 
DROME 

AIDS, HIV infection and health care professionals 
(Law) (Morthorst) 54 (Sep 91) 597 

AIDS issues are political, professional, personal 
(PM) (Reeder) 54 (Oct 91) 692 

ANA house of delegates meeting: American Nurses 
Association delegates issue HIV recommenda- 
tions, finalize affiliate status fee structure 
(Palmer) 54 (Sep 91) 54i 

AORN fights mandatory AIDS testing, urges consis- 
tent nonphysician provider reimbursement; US 
Congress debates health care issues (Legis) 
(Cruz) 54 (Dec 91) 1273 

Mandatory HIV testing cures no one (Ed) (Welch) 
54 (Nov 91) 955 

Nursing reimbursement, prescriptive authority, 
AIDS discussed in state legislatures (Legis) 53 
(Apr 91) 1032 

Ohio approves RN first assistant practice, other state 
legislatures address HIV, prescriptive practice 
(Legis) 54 (Oct 91) 858 

Recommendations for preventing transmission of 
human immunodeficiency virus and hepatitis B 
virus to patients during exposure-prone invasive 
procedures 54 (Sep 91) 576 

Senate passes bill requiring disclosure of health care 
workers’ HIV status; RN first assistant reimburse- 
ment issue continues (Legis) (Cruz) 54 (Sep 91) 
607. Correction 54 (Oct 91) 884 

State views on family and medical leave, advanced 
nursing practice, AIDS 53 (Legis) (Jan 91) 134 

Symposium VII on the Operating Room 
Environment: Surgeons, nurses, anesthesiologists 
discuss current issues for the OR (Lehr) 54 (Jul 
91) 109 

Acuity see PATIENT CLASSIFICATION 

ADMINISTRATION, INTRAVENOUS 

Issues surrounding intravenous conscious sedation 
(CI) (Watson) 54 (Jul 91) 105. Correction: 54 
(Aug 91) 341 

Admission, Patient see PATIENT ADMISSION 

ADVANCE DIRECTIVES 

Learn all you can about an ‘advanced directive’ now 


(Ed) (Palmer) 53 (Apr 91) 901 

Several state legislatures address advance directives 
(Legis) 54 (Nov 91) 1084 

ADVANCED NURSING PRACTICE 

State views on family and medical leave, advancec 
nursing practice, AIDS 53 (Legis) (Jan 91) 134 

ADVERTISING 

Products advertised in AORN Journal (CI) 53 (Max 
91) 667 

AGING 

Aging research and its influences on health care 
(EC) (Williams) 54 (Jul 91) 118 

AIDS see ACQUIRED IMMUNODEFICIENCY 
SYNDROME 

AIR CONDITIONING 

Jewelry, air exchanges, and personal reading materi- 
al in the OR; home laundering of scrub ciothes; 
handling recently sterilized packages (CI) (Fogg) 
54 (Oct 91) 880 

ALZHEIMER’S DISEASE 

Alzheimer’s disease: Communication techniques to 
facilitate perioperative care (EC) (Tappen) 54 
(Dec 91) 1279 

AMBULATORY CARE 

Discharge instructions: Advice for knee, shoulder 
arthroscopy outpatients (Lilliott) 54 (Nov 91) 
1015 

AMBULATORY CARE FACILITIES 

Recovery care center: An innovative approach to 
caringfor healthy surgical patients (Carr) 53 (Apr 
91) 986 

AMBULATORY SURGERY 

Ambulatory surgery nurses, physicians discuss 
strategies for efficient and effective management 
(Merriman) 53 (May 91) 1140. Correction 53 
(Jun 91) 1496 

Liability exposure in ambulatory surgery settings 
(Law) (Murphy) 54 (Dec 91) 1288 

Outpatient surgery documentation: Incorporating 
nursing diagnoses (Poss) 53 (Jan 91) 81 

Preoperative shaves; sterile item expiration dates; 
surgical hand scrubs; ambulatory surgery stan- 
dards of care; surgical specimens (CI) (O’ Neale) 
54 (Sep 91) 604 

Short stay surgery: Present practices, future trends 
53 (Llewellyn) (May 91) 1179 

Symposium VII on the Operating Room 
Environment: Surgeons, nurses, anesthesiologists 
discuss current issues for the OR (Lehr) 54 (Jul 
91) 109 

Surgeons discuss ambulatory surgery, legislative 
concerns, dangers of transfusions, surgical 
advances (Lammers) 53 (Jan 91) 16 

Surgical outpatient concerns: What every periopera- 
tive nurse should know (Caldwell) 53 (Mar 91) 
761 

AMERICAN NURSES ASSOCIATION 

ANA house of delegates meeting: American Nurses 
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Association delegates issue HIV recommenda- 
tions, finalize affiliate status fee structure 
(Palmer) 54 (Sep 91) 541 

AMPUTATION 

Physiologic amputation: Preliminary cryoamputa- 
tion of the gangrenous extremity (Bunt) 54 (Dec 
91) 1220 

ANEMIA, SICKLE CELL 

Sickle cell disease: Etiology, symptoms, patient care 
(Martinelli) 53 (Mar 91) 716 

ANESTHESIA 

Recommemded practices: Cleaning and processing 
anesthesia equipment 53 (Mar 91) 775 

ANESTHESIA, LOCAL 

Safe nursing practices involving the pa‘ient receiv- 
ing local anesthesia (CI) (Watson) 53 (Apr 91) 
1055 

Aneurysm, Aortic see AORTIC ANEURYSM 

Aneurysm, Cerebral see CEREBRAL ANEURYSM 

ANGIOGRAPHY 

Angioscopy: New developments in vascular surgery 
(Fogarty) 53 (Mar 91) 725 

ANGIOPLASTY, LASER 

Laser ablation of coronary arteries: Preliminary find- 
ings (Dougherty) 54 (Aug 91) 244 

ANTIARRHYTHMIA AGENTS 

Part I: Antiarrhythmic agents: Use in the surgical 
patient (Pharm) (Donnelly) 53 (May 91) 1261 

Part II: Pharmacodynamics of parenteral antiarrhyth- 
mic agents (Pharm) (Donnelly) 54 (Jul 91) 121 
Correction 54 (Sep 91) 517 

ANXIETY 

The effect of humorous distraction on preoperative 
anxiety: A pilot study (Gaberson) 54 (Dec 91) 
1258 

AORN 

Advancing perioperative nursing with Project 2000 
(PM) (Reeder) 54 (Sep 91) 440 

AORN Board of Directors 53 (Feb 91) 258 

AORN chapter presidents 54 (Sep 91) 583 

AORN goals and implementation strategies: 1991- 
1992 53 (Jun 91) 1359 

The AORN Headquarters staff spend months, even 
years, preparing for the annual Congress (Cruz) 
53 (Feb 91) 278 

AORN members can assist new committee with 
identifying ethical issues (PM) 54 (Jul 91) 8 

AORN needs a dues increase to ensure financial 
strength (PM) (Phippen) 53 (Mar 91) 654 

AORN scholarship program 54 (Nov 91) 1056 

AORN’s commitment to the effectiveness initiative 
needs the support of all its members (PM) 
(Reeder) 53 (Jun 91) 1346 

AORN ’s vision of the future has no room for archaic 
notions (Ed) (Palmer) 53 (Feb 91) 237 

Award for Excelience recipients: Two perioperative 

nurses to receive 1991 awards at the Dallas 
Congress (Lehr) 54 (Sep 91) 526 
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Board approves new awards, recommends AORN 
student membership, provides mechanism for 
501(c)(6) group exemption for chapters (BR) 
(Pierce) 54 (Sep 91) 448 

Board creates Project 2000, adopts statement on the 
environment, proposes dues increase (BR) 
(Pierce) 53 (Feb 91) 232 

Board identifies legislative priorities, broadens 
AORN ’s activities on environmental and AIDS 
issues (BR) (Pierce) 54 (Dec 91) 1168 

Board votes to establish foundation, approves 
revised AORN mission, philosophy statements 
(BR) (Pierce) 53 (Jun 91) 1356 

Candidates for Board, Nominating Committee 53 
(Feb 91) 507 

Congress 1991 53 (Jan 91) 101; 53 (Feb 91) 247; 53 
(Jun 91) 1368; 53 (Jun 91) 1376; 53 (Jun 91) 
1380; 53 (Jun 91) 1385; 53 (Jun 91) 1401; 53 
(Jun 91) 1430; 53 (Jun 91) 1439; 53 (Jun 91) 
1445 

Congress 1992 54 (Sep 91) 522; 54 (Oct 91) 848; 54 
(Nov 91) 1040; 54 (Dec 91) 1271 

Former candidates for AORN national office discuss 
their experiences, both good and bad (Bray) 53 
(May 91) 1257 

Goals, benefits, costs, member involvement with 
Project Teams (Palmer) 54 (Nov 91) 961 

In Memory: Jerry G. Peers 53 (May 91) 1133 

Leaders in perioperative nursing convene to discuss- 
their vision of the future, the specialty, AORN 
(Rothrock) 53 (Feb 91) 312 

1992 Slate of candidates 54 (Oct 91) 692 

On collaboration in nursing (PM) (Reeder) 54 (Aug 
91) 196 

Perioperative nursing, the lifelong priority for the 
first active duty military nurse to assume the 
AORN presidency (Palmer) 53 (Feb 91) 266 

Project 2000 gets off the ground, recommends stu- 
dent membership (Proj 2000) (Palmer) 54 (Oct 
91) 700 

Proposed quality assessment standards for perioper- 
ative nursing 53 (Feb 91) 425 

Proposed recommended practices: Aseptic techniqus 
53 (Feb 91) 480 

Proposed recommended practices: Care of instru- 
ments, scopes, and powered surgical instruments 
54 (Aug 91) 316 

Proposed recommended practices: Disinfection 54 
(Jul 91) 75 

Proposed recommended practices: Documentation of 
perioperative nursing care 53 (Jan 91) 119 

Proposed recommended practices: Protective barrier 
materials for surgical gowns and drapes 54 (Aug 
91) 339 

Proposed recommended practices: Sanitation in the 
surgical practice setting 54 (Dec 91) 1251 

Proposed recommended practices: Sterilization 54 
(Jul 91) 82 
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Proposed standards of perioperative nursing: 
Clinical practice/professional performance 54 
(Oct 91) 809 

Recommended practices: Aseptic technique 54 (Oct 
91) 819 

Recommended practices: Documentation of periop- 
erative nursing care 54 (Sep 91) 592 

Recommended practices: Surgical tissue banking 53 
(Mar 91) 768 

Recommemded practices: Cleaning and processing 
anesthesia equipment 53 (Mar 91) 775 

Recommended practices: Electrosurgery 53 (Apr 91) 
1022 

A report on infectious and noninfectious surgical 
waste disposal and its relation to the overall waste 
problem (Spry) 53 (Apr 91) 905 

Structure of AORN, definition of perioperative nurs- 
ing being re-examined by Project Teams (Proj 
2000) (Palmer) 54 (Dec 91) 1172 

Thanks for a job well done (PM) (Phippen) 53 (Apr 
91) 898 

Visions of the future (PM) (Phippen) 53 (Feb 91) 
228 

AORTIC ANEURYSM 

Retroperitoneal! approach to abdominal aortic 
aneurysm: Positive outcomes for patient and 
nurse (Bensen) 53 (Jan 91) 42. Correction 53 
(Mar 91) 692 

APPOINTMENTS AND SCHEDULES 

Charting OR use: A practical graph to visualize use 
(Dulinski) 53 (Jan 91) 93 

Operating room scheduling: Choosing the best sys- 
tem (Breslawski) 53 (May 91) 1229 

ARRHYTHMIA 

Part I: Antiarrhythmic agents: Use in the surgical 
patient (Pharm) (Donnelly) 53 (May 91) 1261 

Part II: Pharmacodynamics of parenteral antiarrhyth- 
mic agents (Pharm) (Donnelly) 54 (Jul 91) 121 
Correction 54 (Sep 91) 517 

ARTERIOSCLEROSIS 

Coronary atherectomy: An alternative to balloon 
angioplasty (Good) 53 (Jan 91) 32 

ARTHROSCOPY 

Carbon dioxide laser arthroscopy: A new dimension 
in knee surgery (Duckworth) 54 (Oct 91) 716 

Discharge instructions: Advice for knee, shoulder 
arthroscopy outpatients (Lilliott) 54 (Nov 91) 
1015 

ASEPSIS 

Aseptic technique adherence never goes out of style 
(O) (Larkin) 54 (Aug 91) 353 

OR attire; endoscopic equipment; artificial nails and 
chewing gum in the OR; monitoring patients (CI) 
(Fogg) 54 (Aug 91) 335 

Proposed recommended practices: Aseptic technique 
53 (Feb 91) 480 

Proposed recommended practices: Protective barrier 
materials for surgical gowns and drapes 54 (Aug 


91) 330 

Recommended practices: Aseptic technique 54 (Oct 
91) 819 

Sterile processing; instrument safety; instrument- 
counts; aseptic technique (CI) (O’Neale) 53 (Jan 
91) 146 

Associations, Nursing see NURSING ORGANIZA- 
TIONS 

Atherosclerosis see ARTERIOSCLEROSIS 

AUDIOVISUAL PRODUCTION 

Audiovisual specialists can make life in the OR easi- 
er (O) (Wells) 54 (Sep 91) 632 

AUTHORITY 

World Conference of Operating Room Nurses — 
VII: Keynote address. Global empowerment in 
nursing: Personal, professional, and environmen- 
tal (Flaherty) 54 (Dec 91) 1200 

Authority, Prescriptive see PRESCRIPTIVE 
AUTHORITY 

AUTOMATION 

The basics of bar code technology (Compute) 
(Schmaus) 53 (Jun 91) 1542 

Implementing bar code tecknology in the OR 
(Compute) (Schmaus) 54 (Aug 91) 346 

AWARDS AND PRIZES 

Award for Excellence in Perioperative Nursing. 
Fernsebner encourages members to pursue excel- 
lence in their practices (Fernsebner) 53 (Jun 91) 
1445 

Award for Excellence recipients: Two perioperative 
nurses to receive 1991 awards at the Dallas 
Congress (Lehr) 54 (Sep 91) 526 

Professional recognition: A manager’s responsibility 
(Coulter) 54 (Aug 91) 307 

BANDAGES AND DRESSINGS 

Warming irrigation fluid; sterilizing Esmarch ban- 
dages; organizational structure; OR floor drains: 
terminal cleaning (CI) (Fogg) 53 (Jun 91) 1555 

Battered Wives see SPOUSE ABUSE 

Berry Aneurysm see CEREBRAL ANEURYSM 

BLEPHAROPTOSIS 

Levator aponeurosis surgery: Surgical correction for 
blepharoptosis (Langseth) 54 (Oct 91) 731 

BRAZIL 

Perioperative nursing on the Amazon River: An 
experience that made a difference (Harrison) 54 
(Dec 91) 1245 

BREAST NEOPLASMS 

Home Study Program. Breast cancer: Risks, treat- 
ment, perioperative patient care 53 (Stein) (Apr 
91) 938 

BUDGETS 

The operating expense budget: One part of a manag- 
er’s arsenal (Baker) 54 (Oct 91) 837 

BURNS 

Managing burns in children: An intraoperative nurs- 
ing care plan (Zingg) 54 (Sep 91) 568 

CARBON DIOXIDE 
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Carbon dioxide laser arthroscopy: A new dimension 
in knee surgery (Duckworth) 54 (Oct 91) 716 

Cardiac Arrest see HEART ARREST 

Cardiac Depressants see ANTIARRHYTHMIA 
AGENTS 

CARDIAC OUTPUT 

Skeletal muscle: New techniques for treating heart 
failure (Koroteyev) 53 (Apr 91) 1005 

CARDIOPULMONARY BYPASS 

Giant cerebral aneurysm repair: Incorporating car- 
diopulmonary bypass and neurosurgery (Koch) 
54 (Aug 91) 224 

Home Study Program. Cardiopulmonary bypass: 
Principles, nursing implications (Bell) 53 (Jun 91) 
1480 

Cardiopulmonary Resuscitation see RESUSCITA- 
TION, 

CARDIOPULMONARY 

Care Plans, Nursing see NURSING CARE PLANS 

CATHETERIZATION 

Home Study Program. The Indiana pouch: A conti- 
nent urinary diversion system 54 (Sep 91) 494 

CENTERS FOR DISEASE CONTROL 

Recommendations for preventing transmission of 
human immunodeficiency virus and hepatitis B 
virus to patients during exposure-prone invasive 
procedures 54 (Sep 91) 576 

CEREBRAL ANEURYSM 

Giant cerebral aneurysm repair: Incorporating car- 
diopulmonary bypass and neurosurgery (Koch) 
54 (Aug 91) 224 

CEREBRAL PALSY 

Selective dorsal rhizotomy: Reducing spasticity in 
patients with cerebral palsy (Walker) 54 (Oct 91) 
759 

CERTIFICATION 

Specialty nursing organizations discuss strategic 
plans, legislative stance, specialty certification 
(Pashley) 53 (Apr 91) 1062 

CESAREAN SECTION 

Patients’ rights vs court orders (Law) (Murphy) 53 
(Mar 91) 794 

CHANGE MANAGEMENT 

Using change dynamics to implement a new soft- 
ware system in the OR (Compute) (Reis) 53 (Apr 
91) 1048 

CHOLANGIOPANCREATOGRAPHY, ENDO- 
SCOPIC RETROGRADE 

Pancreatic duct calculi: Treatment by pulsed dye 
laser (Rogalla) 53 (Jun 91) 1506 

CHOLECYSTECTOMY 

Issues surrounding laparoscopic cholecystectomy 
(CI) (Ullmann) 54 (Dec 91) 1291 

Surgical attire; high-level disinfection; laparoscopic 
procedures; electrosurgical safety; OR documen- 
tation (CI) (O’Neale) 53 (May 91) 1155 

Circulating Nurses see PERIOPERATIVE NURS- 
ING 
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Clinics, Free-Standing see AMBULATORY CARE 
FACILITIES 

Clothing, Protective see PROTECTIVE CLOTH- 
ING 

COCAINE 

Perioperative implications of cocaine use, abuse 
(Pharm) (Satterlee) 53 (Mar 91) 779 

COLLABORATION 

Coordinating clinical research: A collaborative 
approach for perioperative nurses (Kemp) 53 (Jan 
91) 104 

On collaboration in nursing (PM) (Reeder) 54 (Aug 
91) 196 

COMMUNICATION 

Alzheimer’s disease: Communication techniques to 
facilitate perioperative care (EC) (Tappen) 54 
(Dec 91) 1279 

Perioperative needs of families: Results of a survey 
(Carmody) 54 (Sep 91) 561 

Warning: ‘Politically correct’ language can be dan- 
gerous to reality (F4) (Palmer) 54 (Oct 91) 697 

Competence, Professional see PROFESSIONAL 
COMPETENCE 

Complications, Intraoperative see INTRAOPERA- 
TIVE COMPLICATIONS 

COMPUTER-ASSISTED INSTRUCTION 

Evaluating computer-assisted instructional software 
for the OR (Compute) (Schmaus) 54 (Dec 91) 
1297 

Computer Programs see SOFTWARE 

COMPUTERS AND COMPUTERIZATION 

The basics of bar code technology (Compute) 
(Schmaus) 53 (Jun 91) 1542 

Computer security and data confidentiality 
(Compute) (Schmaus) 54 (Oct 91) 885 

Disk operating systems: What they are and how they 
operate (Compute) (Schmaus) 53 (Feb 91) 500 

Evaluating computer-assisted instructional software 
for the OR (Compute) (Schmaus) 54 (Dec 91) 
1297 

Impiementing bar code technology in the OR 
(Compute) (Schmaus) 54 (Aug 91) 346 

Symposium VII on the operating room environment: 
Surgeons, nurses, anesthesiologists discuss cur- 
rent issues for the OR (Lehr) 54 (Jul 91) 109 

Using change dynamics to implement a new soft- 
ware system in the OR (Compute) (Reis) 53 (Apr 
91) 1048 

Conceptual Models see MODELS, THEORETICAL 

Conferences see CONGRESSES AND CONFER- 
ENCES 

Confidentiality see PRIVACY, RIGHT OF 

Congestive Heart Failure, see HEART FAILURE, 
CONGESTIVE 

CONGRESSES AND CONFERENCES 

Ambulatory surgery nurses, physicians discuss 
strategies for efficient and effective management 
(Merriman) 53 (May 91) 1140. Correction 53 
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(Jun 91) 1496 

ANA House of Delegates Meeting: American 
Nurses Association delegates issue HIV recom- 
mendations, finalize affiliate status fee structure 
(Palmer) 54 (Sep 91) 541 

National organizations discuss nursing’s role in 
health care reform, nursing practice standards and 
guidelines (Cruz) 53 (Feb 91) 334 

Southern hospitality found at Atlanta Congress 
(Pashley) 53 (Feb 91) 247 

Surgeons discuss ambulatory surgery, legislative 
concerns, dangers of transfusions, surgical 
advances (Lammers) 53 (Jan 91) 16 

Symposium VII on the operating room environment: 
Surgeons, nurses, anesthesiologists discuss cur- 
rent issues for the OR (Lehr) 54 (Jul 91) 109 

World Conference of Operating Room Nurses — 
VII: Keynote address. Global empowerment in 
nursing: Personal, professional, and environmen- 
tal (Flaherty) 54 (Dec 91) 1200 

World Conference of Operating Room Nurses — 
VII. Vancouver is setting for biannual interna- 
tional perioperative nurses meeting (Pashley) 54 
(Dec 91) 1178 

CONNECTIVE TISSUE DISEASES 

Home Study Program. Mastocytosis: Perioperative 
considerations (Goins) 54 (Dec 91) 1227 

CONSUMER HEALTH INFORMATION 

A museum showcase: Developing a special OR 
nurse week project (Fadako) 54 (Nov 91) 1004 

Conventions see CONGRESSES AND CONFER- 
ENCES 

CORONARY VESSELS 

Coronary atherectomy: An alternative to balloon 
angioplasty (Good) 53 (Jan 91) 32 

Laser ablation of coronary arteries: Preliminary find- 
ings (Dougherty) 54 (Aug 91) 244 

COSTS AND COST ANALYSIS 

The operating expense budget: One part of a manag- 
er’s arsenal (Baker) 54 (Oct 91) 837 

Procuring a laser system (Ball) 54 (Nov 91) 1049 

COURTS 

Patients’ rights vs court orders (Law) (Murphy) 53 
(Mar 91) 794 

CRITICAL THINKING 

Leaders in perioperative nursing convene to discuss 
their vision of the future, the specialty, AORN 
(Rothrock) 53 (Feb 91) 312 

CRYOSURGERY 

Physiologic amputation: Preliminary cryoamputa- 
tion of the gangrenous extremity (Bunt) 54 (Dec 
91) 1220 

CYSTS 

Bone cyst of the acetabulum: A case study 
(Volpicello) 54 (Aug 91) 291 

DECISION MAKING 

Building the framework for dealing with ethical 
issues (Ethics) (Walleck) 53 (May 91) 1248 


The deontological decision-making model as a 
bioethical tool (Ethics) (Horner) 54 (Aug 91) 208 

DELIRIUM 

Nursing assessment, management of delirium in the 
elderly (EC) (Sullivan) 53 (Mar 91) 820 

Proposed recommended practices: Documentation of 
perioperative nursing care 53 (Jan 91) 119 

Delivery of Health Care see HEALTH CARE 
DELIVERY 

DERMATITIS 

Hand dermatitis: The role of gloves (Fay) 54 (Sep 
91) 451 

Design and Construction, Facility see FACILITY 
DESIGN 

AND CONSTRUCTION 

DIABETES MELLITUS, INSULIN-DEPENDENT 

Home Study Program. Insulin-dependent diabetes: 
Its effect on the surgical patient (Kelly) 54 (Jul 
91) 60 

DIAGNOSIS, ULTRASOUND 

Transrectal ultrasound: An aid to diagnosing 
prostate cancer (Stevens) 53 (May 91) 1166 

Diaphragmatic Hernia see HERNIA, DIAPHRAG- 
MATIC 

DISCHARGE PLANNING 

Discharge instructions: Advice for knee, shoulder 
arthroscopy outpatients (Lilliott) 54 (Nov 91) 
1015 

Disinfection and Sterilization see STERILIZATION 
AND 

DISINFECTION 

Doctor-Patient Relations see PHYSICIAN- 
PATIENT RELATIONS 

DOCUMENTATION 

Counts, documentation revisited (Law) (Murphy) 54 
(Oct 91) 875 

Documentation, ccunts cause concern (Law) 
(Murphy) 53 (Feb 91) 491 

Intraoperative log: Development, revision considera- 
tions (Spry) 53 (Mar 91) 740 

The OR record: Developing a format for document- 
ing care (Wilhelm-Hass) 53 (Mar 91) 754 

The OR supervisor’s responsibilities in reducing lia- 
bility (Law) (Aiken) 54 (Jul 91) 136 

Outpatient surgery documentation: Incorporating 
nursing diagnoses (Poss) 53 (Jan 91) 81 

Recommended practices: Documentation of periop- 
erative nursing care 54 (Sep 91) 592 

Surgical attire; high-level disinfection; laparoscopic 

procedures; electrosurgical safety; OR documenta- 
tion (CI) (O’ Neale) 53 (May 91) 1155 

Donors, Tissue see TISSUE DONORS 

DOSAGE CALCULATION 

Safe nursing practices involving the patient receiv- 
ing local anesthesia (Cl) (Watson) 53 (Apr 91) 
1055 

Draping, Surgical see SURGICAL DRAPING 

DRUGS 
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Cardiopulmonary resuscitation drug therapy (Pharm) 
(Shafer) 54 (Nov 91) 1070 

Hemodynamic effects of vasoactive infusions 
(Pharm) (Penn) 54 (Sep 91) 613 

Part I: Antiarrhythmic agents: Use in the surgical 
patient (Pharm) (Donnelly) 53 (May 91) 1261 

Part II: Pharmacodynamics of parenteral antiarrhyth- 
mic agents (Pharm) (Donnelly) 54 (Jul 91) 121 
Correction 54 (Sep 91) 517 

Perioperative implications of cocaine use, abuse 
(Pharm) (Satterlee) 53 (Mar 91) 779 

Safe administration of midazolam (Pharm) (Watson) 
53 (Jan 91) 162 

DRUGS, INVESTIGATIONAL 

Women’s health, fetal tissue, drugs studied; pre- 
scriptive authority, military grades examined; 
health care legislation proposed (Legis) (Cruz) 54 
(Jul 91) 132 

DUCTUS ARTERIOSUS, PATENT 

Patent ductus arteriosus ligation: Performing surgery 
outside the operating room (Huddleston) 53 (Jan 
91) 69 

DUPUYTREN’S CONTRACTURE 

Dupuytren’s contracture: Surgical principles, nurs- 
ing implications (May) 54 (Jul 91) 46 

DURABLE POWER OF ATTORNEY 

An explanation of the durable power of attorney for 
health care (Law) (Murphy) 53 (May 91) 1267 

Ectopic Pregnancy see PREGNANCY, ECTOPIC 

EDUCATION, NURSING, CONTINUING 

Colorado Nurses’ Association’s annual educational 
seminar. Chautauqua 1991: The tradition contin- 
ues (Holladay) 54 (Oct 91) 843 

Home Study Program. Breast cancer: Risks, treat- 
ment, perioperative patient care 53 (Stein) (Apr 
91) 938 

Home Study Program. Cardiopulmonary bypass: 
Principles, nursing implications (Bell) 53 (Jun 91) 
1480 

Home Study Program. Facial fractures: Diagnosis to 
discharge (Steuer) 54 (Oct 91) 774 

Home Study Program. The Indiana pouch: A conti- 
nent urinary diversion system (Cavas) 54 (Sep 
91) 494 

Home Study Program. Insulin-dependent diabetes: 
Its effect on the surgical patient (Kelly) 54 (Jul 
91) 60 

Home Study Program. Mastocytosis: Perioperative 
considerations (Goins) 54 (Dec 91) 1227 

Home Study Program. Situational leadership: A tool 
for OR staff development (Zurlinden) 54 (Nov 
91) 967 

Home Study Program. Wilm’s tumor: Diagnosis, 
surgical management (Joy) 53 (Feb 91) 437 

Efficiency see PRODUCTIVITY 

ELECTROSURGERY 

Electrosurgical unit safety: The role of the perioper- 
ative nurse (Moak) 53 (Mar 91) 744. Letter 54 
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(Aug 91) 202 

Home Study Program. Endometrial ablation with 
rollerball electrode: An alternative to hysterecto- 
my (Jackson) 54 (Aug 91) 265. Correction 54 
(Oct 91) 890 Letter 54 (Nov 91) 960 

Recommended practices: Electrosurgery 53 (Apr 91) 
1022 

Surgical attire; high-level disinfection; laparoscopic 
procedures; electrosurgical safety; OR documen- 
tation (CI) (O’ Neale) 53 (May 91) 1155 

Emotional Stress see STRESS, PSYCHOLOGICAL 

EMOTIONS 

Emotional responses to infertility: Understanding 
patients’ needs (Millard) 54 (Aug 91) 301 

EMPLOYEE ORIENTATION 

Orientation based on nursing diagnoses: Old con- 
cepts in today’s practice (Anderson) 54 (Oct 91) 
826 

EMPLOYEE RIGHTS 

Rights of pregnant employees to refuse assignment 
(Law) (Murphy) 53 (Apr 91) 1043 

EMPOWERMENT 

World Conference of Operating Room Nurses — 
VII: Keynote address. Global empowerment in 
nursing: Personal, professional, and environmen- 
tal (Flaherty) 54 (Dec 91) 1200 

ENDOMETRIUM 

Home Study Program. Endometrial ablation with 
rollerball electrode: An alternative to hysterecto- 
my (Jackson) 54 (Aug 91) 265. Correction 54 
(Oct 91) 890 Letter 54 (NOv 91) 960 

Endoscopic Retrograde Cholangiopancreatography 
see CHOLANGIOPANCREATOGRAPHY, 
ENDOSCOPIC RETROGRADE 

ENDOSCOPY 

Flexible ureteroscopy: Patient care, indications 
(Cubler-Goodman) 54 (Dec 91) 1211 

Pediatric endoscopic sinus surgery: A new approach 
to chronic sinus disease (Derkay) 54 (Nov 91) 
989 

ENVIRONMENT 

Unlike print, recycled paper is not a black-and-white 
issue (Ed) (Palmer) 54 (Jul 91) 11 

EQUIPMENT AND SUPPLIES 

The Safe Medical Device Act may not be safe for 
nurses (Ed) (Fay) 53 (May 91) 1137 

ETHICS 

AORN members can assist new committee with 
identifying ethical issues (PM) 54 (Jul 91) 8 

Building the framework for dealing with ethical 
issues (Ethics) (Walleck) 53 (May 91) 1248 

The deontological decision-making model as a 
bioethical tool (Ethics) (Horner) 54 (Aug 91) 208 

Ethical questions nurses can ask potential employers 
(Ethics) (Husted) 53 (Mar 91) 791 

The nurse/physician relationship and ethical deci- 
sion making (Ethics) (Haddad) 53 (Jan 91) 151 

EXCELLENCE 
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Award for Excellence in Perioperative Nursing. 
Fernsebner encourages members to pursue excel- 
lence in their practices (Fernsebner) 53 (Jun 91) 
1445 

Giving thanks and saying ‘thank you’ (PM) (Reeder) 
54 (Nov 91) 952 

The samurai and the tea master show us the meaning 
of excellence (PM) (Phippen) 53 (Jan 91) 8 

EXPECTANT MOTHERS 

Rights of pregnant employees to refuse assignment 
(Law) (Murphy) 53 (Apr 91) 1043 

Experimental Drugs see DRUGS, INVESTIGA- 
TIONAL 

Expert Testimony see WITNESS, LEGAL 

Eye Surgery see SURGERY, EYE 

EYELIDS 

Levator aponeurosis surgery: Surgical correction for 
blepharoptosis (Langseth) 54 (Oct 91) 731 

FACE 

Home Study Program. Facial fractures: Diagnosis to 
discharge (Steuer) 54 (Oct 91) 774 

FACILITY DESIGN AND CONSTRUCTION 

Operating room construction requirements; disin- 
fecting floors; floating nurses (CI) (Fogg) 53 (Feb 
91) 496 

Recovery care center: An innovative approach to 
caring for healthy surgical patients (Carr) 53 (Apr 
91) 986 

FAMILY CENTERED CARE 

Perioperative needs of families: Results of a survey 
(Carmody) 54 (Sep 91) 561 

FEMUR 

Bone cyst of the acetabulum: A case study 
(Volpicello) 54 (Aug 91) 291 

FETAL SURGERY 

Fetal surgery: In utero repair of congenital diaphrag- 
matic hernia (Levine) 54 (Jul 91) 16 

Surgeons discuss ambulatory surgery, legislative 
concerns, dangers of transfusions, surgical 
advances (Lammers) 53 (Jan 91) 16 

FETAL TISSUE TRANSPLANTATION 

Women’s health, fetal tissue, drugs studied; pre- 
scriptive authority, military grades examined; 
health care legislation proposed (Legis) (Cruz) 54 
(Jul 91) 132 

FORECASTING 

AORN’s vision of the future has no room for archaic 
notions (Ed) (Palmer) 53 (Feb 91) 237 

Leaders in perioperative nursing convene to discuss 
their vision of the future, the specialty, AORN 
(Rothrock) 53 (Feb 91) 312 

FORENSIC MEDICINE 

Forensic medicine: What the perioperative nurse 
needs to know (Schramm) 53 (Mar 91) 669 

Forms see DOCUMENTATION 

FRACTURES 

Home Study Program. Facial fractures: Diagnosis to 
discharge (Steuer) 54 (Oct 91) 774 


Fringe Benefits see SALARIES AND FRINGE 
BENEFITS 

Futurology see FORECASTING 

GALLBLADDER 

Issues surrounding laparoscopic cholecystectomy 
(CI) (Ullmann) 54 (Dec 91) 1291 

GAMES AND SIMULATIONS 

Developing a creative in-service education program 
(PI) (Evans) 53 (Mar 91) 806 

GAMETE INTRAFALLOPIAN TRANSFER 

Gamete intrafallopian transfer: Another approach for 
the treatment of infertility (Rabar) 53 (Jun 91) 
1466 

GANGRENE 

Physiologic amputation: Preliminary cryoamputa- 
tion of the gangrenous extremity (Bunt) 54 (Dec 
91) 1220 

GERONTOLOGIC CARE 

Aging research and its influences on health care 
(EC) (Williams) 54 (Jul 91) 118 

Determining nutritional status of the elderly surgical 
patient: Steps in the assessment process (EC) 
(Collinsworth) 54 (Sep 91) 622 

The elderly surgical patient — a high risk for hyper- 
thermia (EC) (Moddeman) 53 (May 91) 1270 

Nursing assessment, management of delirium in the 
elderly (EC) (Sullivan) 53 (Mar 91) 82 

Pain management for the elderly: Alternative inter- 
ventions (Part IT) (EC) (Thomas) 53 (Jan 91) 126 

GLAUCOMA 

Glaucoma: Classifications, treatment options, patient 
care (Martinelli) 54 (Oct 91) 743 

GLOTTIS 

Vocal cord paralysis: Treatment with Teflon paste 
injections (Swarts) 53 (Jan 91) 62 

GLOVES 

Hand dermatitis: The role of gloves (Fay) 54 (Sep 
91) 451 

Operating room attire; rinsing gloves; high-level dis- 
infectants; laser instruments; bowel case tech- 
nique (CI) (O’ Neale) 53 (Mar 91) 664 

Surgical attire; high-level disinfection; laparoscopic 
procedures; electrosurgical safety; OR documen- 
tation (CI) (O’ Neale) 53 (May 91) 1155 

GORDON’S FUNCTIONAL HEALTH PAT- 
TERNS 

Orientation based on nursing diagnoses: Old con- 
cepts in today’s practice (Anderson) 54 (Oct 91) 
826 

GOVERNMENT AGENCIES 

New federal agencies charged with examining effec- 
tiveness of health care interventions (Legis) 
(Cruz) 53 (Feb 91) 242 

GROUP PRACTICE 

Nursing group practice: One innovative model 
(Schmekel) 53 (May 91) 1223 

Gynecologic Surgery see SURGERY, GYNECO- 
LOGIC 


1337 


AORN JOURNAL 


DECEMBER 1991, VOL 54, NO 6 





HAIR 

Preoperative shaves; sterile item expiration dates; 
surgical hand scrubs; ambulatory surgery stan- 
dards of care; surgical specimens (CI) (O’ Neale) 
54 (Sep 91) 604 

HAND —- SURGERY 

Dupuytren’s contracture: Surgical principles, nurs- 
ing implications (May) 54 (Jul 91) 46 

HAND INJURIES 

High-pressure injection injuries of the hand: 
Surgical treatment, nursing care (Klinger) 54 (Sep 
91) 483 

HANDWASHING 

Preoperative shaves; sterile item expiration dates; 
surgical hand scrubs; ambulatory surgery stan- 
dards of care; surgical specimens (CI) (O’ Neale) 
54 (Sep 91) 604 

HAZARDOUS MATERIALS 

A report on infectious and noninfectious surgical 
waste disposal and its relation to the overall waste 
problem (Spry) 53 (Apr 91) 905 

HEAD INJURIES 

Surviving traumatic head injury requires support (O) 
(Caballero) 53 (Jan 91) 167 

HEALTH CARE DELIVERY 

New federal agencies charged with examining effec- 
tiveness of health care interventions (Legis) 
(Cruz) 53 (Feb 91) 242 

National organizations discuss nursing’s role in 
health care reform, nursing practice standards and 
guidelines (Cruz) 53 (Feb 91) 334 

Nursing tackles tough issues in sweeping reform 
proposal (Ed) (Palmer) 53 (Jun 91) 1349 

Health Insurance see INSURANCE, HEALTH 

Health Insurance for Aged and Disabled, Title 18 
see MEDICARE 

Health Legislation see LEGISLATION 

HEART ARREST 

Cardiopulmonary resuscitation drug therapy (Pharm) 
(Shafer) 54 (Nov 91) 1070 

HEART FAILURE, CONGESTIVE 

Skeletal muscle: New techniques for treating heart 
failure (Koroteyev) 53 (Apr 91) 1005 

Heart-Lung Bypass see CARDIOPULMONARY 
BYPASS 

HEART VALVES — SURGERY 

Cardiac valve repair: Experiences in Saudi Arabia 
(MacNeil) 53 (Apr 91) 976 

HEMODYNAMICS 

Hemodynamic effects of vasoactive infusions 
(Pharm) (Penn) 54 (Sep 91) 613 

Hemorrhage, Uterine see UTERINE HEMOR- 
RHAGE 

HEPATITIS B 

Recommendations for preventing transmission of 
human immunodeficiency virus and hepatitis B 
virus to patients during exposure-prone invasive 
procedures 54 (Sep 91) 576 
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HERNIA, DIAPHRAGMATIC 

Fetal surgery: In utero repair of congenital diaphrag- 
matic hernia (Levine) 54 (Jul 91) 16 

Hiatal Hernia see HERNIA, DIAPHRAGMATIC 

HIP 

Bone cyst of the acetabulum: A case study 
(Volpicello) 54 (Aug 91) 291 

HIV see HUMAN IMMUNODEFICIENCY VIRUS 

HOLIDAYS 

A very special ‘doctor’ leaves behind special 
medicine (Ed) (Palmer) 54 (Dec 91) 1165 

Hospital Housekeeping see HOUSEKEEPING 
DEPARTMENT 

HOSPITAL POLICIES 

Forensic medicine: What the perioperative nurse 
needs to know (Schramm) 53 (Mar 91) 669 

HOUSEKEEPING DEPARTMENT 

Operating room construction requirements; disin- 
fecting floors; floating nurses (CI) (Fogg) 53 (Feb 
91) 496 

Warming irrigation fluid; sterilizing Esmarch ban- 
dages; organizational structure; OR floor drains: 
terminal cleaning (CI) (Fogg) 53 (Jun 91) 1555 

HUMAN IMMUNODEFICIENCY VIRUS 

AIDS, HIV infection and health care professionals 
(Law) (Morthorst) 54 (Sep 91) 597 

AIDS issues are political, professional, personal 
(PM) (Reeder) 54 (Oct 91) 692 

AORN fights mandatory AIDS testing, urges consis- 
tent nonphysician provider reimbursement; US 
Congress debates health care issues (Legis) 
(Cruz) 54 (Dec 91) 1273 

Mandatory HIV testing cures no one (Ed) (Welch) 
54 (Nov 91) 955 

Ohio approves RN first assistant practice, other state 
legislatures address HIV, préscriptive practice 
(Legis) 54 (Oct 91) 858 

Recommendations for preventing transmission of 
human immunodeficiency virus and hepatitis B 
virus to patients during exposure-prone invasive 
procedures 54 (Sep 91) 576 

Senate passes bill requiring disclosure of health care 
workers’ HIV status; RN first assistant reimburse- 
ment issue continues (Legis) (Cruz) 54 (Sep 91) 
607. Correction 54 (Oct 91) 884 

Humor see WIT AND HUMOR 

HYPNOTICS AND SEDATIVES 

Issues surrounding intravenous conscious sedation 
(CI)(Watson) 54 (Jul 91) 105. Correction 54 (Aug 
91) 341 

HYPOTHERMIA 

The elderly surgical patient — a high risk for hyper- 
thermia (EC) (Moddeman) 53 (May 91) 1270 

Giant cerebral aneurysm repair: Incorporating car- 
diopulmonary bypass and neurosurgery (Koch) 
54 (Aug 91) 224 

HYSTERECTOMY 

Home Study Program. Endometrial ablation with 
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rollerball electrode: Analternative to hysterecto- 
my (Jackson) 54 (Aug 91) 265. Correction 54 
(Oct 91) 890. Letter 54 (Nov 91) 960 

IDDM see DIABETES MELLITUS, INSULIN- 
DEPENDENT 

ILEUM 

Camey procedure: A continent urinary diversion 
technique (Rauscher) 54 (Jul 91) 34 

Image, Professional see PROFESSIONAL IMAGE 

INFECTION 

Symposium VII on the operating room environment: 
Surgeons, nurses, anesthesiologists discuss cur- 
rent issues for the OR (Lehr) 54 (Jul 91) 109 

INFERTILITY 

Emotional responses to infertility: Understanding 
patients’ needs (Millard) 54 (Aug 91) 301 

Gamete intrafallopian transfer: Another approach for 
the treatment of infertility (Rabar) 53 (Jun 91) 
1466 

Inservice Education see STAFF DEVELOPMENT 

INSURANCE, HEALTH 

Drug Enforcement Administration proposes pre- 
scriptive authority changes; national health 
insurance proposed (Legis) (Cruz) 53 (May 91) 
1253 

INSURANCE, HEALTH, REIMBURSEMENT 

A history of the RN first assistant reimbursement 
issue (Legis) (Cruz) 53 (Jun 91) 1536 

Nursing reimbursement, prescriptive authority, 
AIDS discussed in state legislatures (Legis) 53 
(Apr 91) 1032 

INTENSIVE CARE UNITS, NEONATAL 

Patent ductus arteriosus ligation: Performing surgery 
outside the operating room (Huddleston) 53 (Jan 
91) 69 

INTERCOSTAL MUSCLES 

Skeletal muscle: New techniques for treating heart 
failure (Koroteyev) 53 (Apr 91) 1005 

INTERNATIONAL NURSING 

A global glimpse of perioperative nursing (PM) 54 
(Dec 91) 1162 

Perioperative nursing on the Amazon River: An 
experience that made a difference (Harrison) 54 
(Dec 91) 1245 

Interviews, Job see JOB INTERVIEWS 

INTESTINES 

Operating room attire; rinsing gloves; high-level dis- 
infectants; laser instruments; bowel case tech- 
nique (CI) (O’ Neale) 53 (Mar 91) 664 

Intracranial aneurysm see CEREBRAL 
ANEURYSM 

INTRAOPERATIVE COMPLICATIONS 

Avulsed teeth: Management during anesthesia 
induction, surgery (Krasner) 53 (Apr 91) 998 

Intravenous Administration see ADMINISTRA- 
TION, INTRAVENOUS 

INTRAVENOUS THERAPY 

Part II: Pharmacodynamics of parenteral antiarrhyth- 


mic agents (Pharm) (Donnelly) 54 (Jul 91) 121 
Correction 54 (Sep 91) 517 

INVASIVE PROCEDURES 

Recommendations for preventing transmission of 
human immunodeficiency virus and hepatitis B 
virus to patients during exposure-prone invasive 
procedures 54 (Sep 91) 576 

INVENTORIES 

Controlling inventory: A cooperative system 
between the OR and materiels management 
(Robinson) 53 (May 91) 1209 

IRRIGATION 

Warming irrigation fluid; sterilizing Esmarch ban- 
dages; organizational structure; OR floor drains: 
terminal cleaning (CI) (Fogg) 53 (Jun 91) 1555 

JEWELRY 

Jewelry, air exchanges, and personal reading materi- 
al in the OR; home laundering of scrub clothes; 
handling recently sterilized packages (CI) (Fogg) 
54 (Oct 91) 880 

JOB INTERVIEWS 

Ethical questions nurses can ask potential employers 
(Ethics) (Husted) 53 (Mar 91) 791 

JOB SATISFACTION 

Increasing job satisfaction by being a volunteer (O) 
(Howard) 53 (Mar 91) 802 

Professional recognition: A manager’s responsibility 
(Coulter) 54 (Aug 91) 307 

KNEE SURGERY 

Discharge instructions: Advice for knee, shoulder 
arthroscopy outpatients (Lilliott) 54 (Nov 91) 
1015 

LANGUAGE 

Warning: ‘Politically correct’ language can be dan- 
gerous to reality (Ed) (Palmer) 54 (Oct 91) 697 

LAPAROSCOPY 

Issues surrounding laparoscopic cholecystectomy 
(CI) (Ullmann) 54 (Dec 91) 1291 

Surgical attire; high-level disinfection; laparoscopic 
procedures; electrosurgical safety; OR documen- 
tation (CI) (O’ Neale) 53 (May 91) 1155 

LAPAROTOMY 

Pancreatic injuries: Diagnosis, treatment (Jones) 53 

(Apr 91) 917 

Laser Angioplasty see ANGIOPLASTY, LASER 

LASER SURGERY 

Carbon dioxide laser arthroscopy: A new dimension 
in knee surgery (Duckworth) 54 (Oct 91) 716 

Pancreatic duct calculi: Treatment by pulsed dye 
laser (Rogalla) 53 (Jun 91) 1506 

LASERS 

Issues surrounding laparoscopic cholecystectomy 
(CI) (Ullmann) 54 (Dec 91) 1291 

Operating room attire; rinsing gloves; high-level dis- 
infectants; laser instruments; bowel case tech- 
nique (CI) (O’ Neale) 53 (Mar 91) 664 

Procuring a laser system (Ball) 54 (Nov 91) 1049 

LAUNDRY DEPARTMENT 
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Jewelry, air exchanges, and personal reading materi- 
al in the OR; home laundering of scrub clothes; 
handling recently sterilized packages (CI) (Fogg) 
54 (Oct 91) 880 

Law see LEGISLATION 

LEADERSHIP 

Home Study Program. Situational leadership: A tool 
for OR staff development (Zurlinden) 54 (Nov 
91) 967 

Legal Liability see LIABILITY, LEGAL 

Legal Medicine see FORENSIC MEDICINE 

LEGISLATION 

AORN fights mandatory AIDS testing, urges consis- 
tent nonphysician provider reimbursement; US 
Congress debates health care issues (Legis) 
(Cruz) 54 (Dec 91) 1273 

Drug Enforcement Administration proposes pre- 
scriptive authority changes; national health insur- 
ance proposed (Legis) (Cruz) 53 (May 91) 1253 

First assistant issue continues to be studied: 
Medicare changes made at end of 101st Congress 
(Legis) (Cruz) 53 (Mar 91) 811 

A history of the RN first assistant reimbursement 
issue (Legis) (Cruz) 53 (Jun 91) 1536 

Lobbying and what nurses can do to promote legis- 
lation (Legis) (Aiken) 54 (Aug 91) 220 

New federal agencies charged with examining effec- 
tiveness of health care interventions (Legis) 
(Cruz) 53 (Feb 91) 242 

Nursing reimbursement, prescriptive authority, 
AIDS discussed in state legislatures (Legis) 53 
(Apr 91) 1032 

Ohio approves RN first assistant practice, other state 
legislatures address HIV, prescriptive practice 
(Legis) 54 (Oct 91) 858 

The Safe Medical Device Act may not be safe for 
nurses (Ed) (Fay) 53 (May 91) 1137 

Senate passes bill requiring disclosure of health care 
workers’ HIV status; RN first assistant reimburse- 
ment issue continues (Legis) (Cruz) 54 (Sep 91) 
607. Correction 54 (Oct 91) 884 

Several state legislatures address advance directives 
(Legis) 54 (Nov 91) 1084 

State views on family and medical leave, advanced 
nursing practice, AIDS 53 (Legis) (Jan 91) 134 

Women’s health, fetal tissue, drugs studied; pre- 
scriptive authority, military grades examined; 
health care legislation proposed (Legis) (Cruz) 54 
(Jul 91) 132 

LIABILITY, LEGAL 

AIDS, HIV infection and health care professionals 
(Law) (Morthorst) 54 (Sep 91) 597 

Counts, documentation revisited (Law) (Murphy) 54 
(Oct 91) 875 

Documentation, counts cause concern (Law) 
(Murphy) 53 (Feb 91) 491 

Emotional distress as a basis for claims (Law) 
(Murphy) 54 (Aug 91) 342 
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Liability exposure in ambulatory surgery settings 
(Law) (Murphy) 54 (Dec 91) 1288 

Liability for inaccurate counts; assistant circulators 
(Law) (Murphy) 53 (Jan 91) 157 

Liability for injury resulting from poor patient posi- 
tioning (Law) (Murphy) 53 (Jun 91) 1361 

The nurse as an expert witness (Law) (Zuffoletto) 54 
(Nov 91) 1066 

The OR supervisor’s responsibilities in reducing lia- 
bility (Law) (Aiken) 54 (Jul 91) 136 

Patients’ rights vs court orders (Law) (Murphy) 53 
(Mar 91) 794 

LIVING WILLS 

Learn all you can about an ‘advanced directive’ now 
(Ed) (Palmer) 53 (Apr 91) 901. Letter 54 (Aug 
91) 204 

LOBBYING 

Lobbying and what nurses can do to promote legis- 
lation ‘Legis) (Aiken) 54 (Aug 91) 220 

LUNG TRANSPLANTATION 

Living related lung transplantation: A new dimen- 
sion in single lung transplantation (Kirchner) 54 
(Oct 91) 703 

MALPRACTICE 

The nurse as an expert witness (Law) (Zuffoletto) 54 
(Nov 91) 1066 

MANAGEMENT 

Charting OR use: A practical graph to visualize use 
(Dulinski) 53 (Jan 91) 93 

Controlling inventory: A cooperative system 
between the OR and materiels management 
(Robinson) 53 (May 91) 1209 

The critical path system: The road toward an effi- 
cient OR (Grudich) 53 (Mar 91) 705 

Image enhancement: Developing a program for peri- 
operative nurses (Morath) 53 (May 91) 1238 

An integrated care plan: Developing an innovative 
guideline for patient care (Drescher) 54 (Dec 91) 
1265 

Intraoperative log: Development, revision considera- 
tions (Spry) 53 (Mar 91) 740 

Managing small ORs; positioning aids; emptying 
suction canisters; flash sterilization of implants; 
bioburden and sterilization (CI) (O’Neale) 54 
(Nov 91) 1063 

Nursing group practice: One innovative model 
(Schmekel) 53 (May 91) 1223 

The operating expense budget: One part of a manag- 
er’s arsenal (Baker) 54 (Oct 91) 837 

Operating room scheduling: Choosing the best sys- 
tem (Breslawski) 53 (May 91) 1229 

The OR record: Deveioping a format for document- 
ing care (Wilhelm-Hass) 53 (Mar 91) 754 

The OR supervisor’s responsibilities in reducing lia- 
bility (Law) (Aiken) 54 (Jul 91) 136 

Pediatric orientation program: Hospital tours allay 
children’s fears (Holt) 54 (Sep 91) 530 

Procuring a laser system (Ball) 54 (Nov 91) 1049 
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Professional recognition: A manager’s responsibility 
Coulter) 54 (Aug 91) 307 

Recovery care center: An innovative approach to 
caring for healthy surgical patients (Carr) 53 (Apr 
91) 986 

Recruitment and retention: Strategies for keeping 
good nurses (Birkenstock) 53 (Jan 91) 110 

Shared governance for nursing: Part I. Creating the 
new organization (Porter-O’Grady) 53 (Feb-91) 
458 

Shared governance for nursing: Part II. Putting the 
organization into action (Porter-O’Grady) 53 
(Mar 91) 694 

Surgical case acuity: OR managers’ perceptions 
(Faulhaber) 54 (Jul 91) 97 

Surgical nurse liaison: Expediting the surgical 
admission process (Ryan) 53 (Jun 91) 1529 

Surgical quality assessment: A simplified approach 
(DeLong) 54 (Oct 91) 831 

Teamwork in perioperative nursing: Understanding 
team development, effectiveness, evaluation 
(Farley) 53 (Mar 91) 730 

MANAGEMENT STYLES 

Home Study Program. Situational leadership: A tool 
for OR staff development (Zurlinden) 54 (Nov 
91) 967 

MATERIALS MANAGEMENT 

Controlling inventory: A cooperative system 
between the OR and materiels management 
(Robinson) 53 (May 91) 1209 

OR supply storage takes on a new look (PI) (Moss) 
54 (Oct 91) 868 

MAXILLOFACIAL INJURIES 

Home Study Program. Facial fractures: Diagnosis to 
discharge (Steuer) 54 (Oct 91) 774 

Medical Devices see EQUIPMENT AND SUP- 
PLIES 

MEDICAL RECORDS 

Proposed recommended practices: Documentation of 
perioperative nursing care 53 (Jan 91) 119 

MEDICAL WASTE 

A report on infectious and noninfectious surgical 
waste disposal and its relation to the overall waste 
problem (Spry) 53 (Apr 91) 905 

MEDICARE 

First assistant issue continues to be studied; 
Medicare changes made at end of 101st Congress 
(Legis) (Cruz) 53 (Mar 91) 811 

Microsurgery, Laser see LASER SURGERY 

MIDAZOLAM 

Safe administration of midazolam (Pharm) (Watson) 
53 (Jan 91) 162 

MILITARY NURSING 

On returning from the Persian Gulf: Reflections of a 
perioperative nurse (Little) 54 (Oct 91) 800 

Perioperative nurses showed courage and commit- 
ment in meeting the challenges of Desert Storm 
(PM) (Reeder) 53 (May 91) 1134 


Wars leave indelible marks on the nursing profes- 
sion (Ed) (Palmer) 53 (Mar 91) 657 

Wartime nursing: One nurse’s experience in 
Vietnam (Hartl) 53 (May 91) 1193 

Women’s health, fetal tissue, drugs studied; pre- 
scriptive authority, military grades examined; 
health care legislation proposed (Legis) (Cruz) 54 
(Jul 91) 132 

MODELS, THEORETICAL 

The deontological decision-making model as a 
bioethical tool (Ethics) (Horner) 54 (Aug 91) 208 

MONITORING, PHYSIOLOGIC 

Issues surrounding intravenous conscious sedation 
(CI) (Watson) 54 (Jul 91) 105. Correction: 54 
(Aug 91) 341 

OR attire; endoscopic equipment; artificial nails and 
chewing gum in the OR; monitoring patients (CI) 
(Fogg) 54 (Aug 91) 335 

Safe nursing practices involving the patient receiv- 
ing local anesthesia (CI) (Watson) 53 (Apr 91) 
1055 

Myocardial Depressants see ANTIARRHYTHMIA 
AGENTS 

NAILS 

OR attire; endoscopic equipment; artificial nails and 
chewing gum in the OR; monitoring patients (CI) 
(Fogg) 54 (Aug 91) 335 

NATIONAL HEALTH PROGRAMS 

Drug Enforcement Administration proposes pre- 
scriptive authority changes; national health insur- 
ance proposed (Legis) (Cruz) 53 (May 91) 1253 

Negligence see LIABILITY, LEGAL 

Neonatal Intensive Care Units see INTENSIVE 
CARE UNITS, 

NEONATAL 

NEPHROBLASTOMA 

Home Study Program. Wilm’s tumor: Diagnosis, 
surgical management (Joy) 53 (Feb 91) 437 

NEUROSURGERY 

Giant cerebral aneurysm repair: Incorporating car- 
diopulmonary bypass and neurosurgery (Koch) 
54 (Aug 91) 224 

NURSE-PHYSICIAN RELATIONS 

The nurse/physician relationship and ethical deci- 
sion making (Ethics) (Haddad) 53 (Jan 91) 151 

NURSES 

Image enhancement: Developing a program for peri- 
operative nurses (Morath) 53 (May 91) 1238 

NURSING ASSESSMENT 

Counts, documentation revisited (Law) (Murphy) 54 
(Oct 91) 875 

NURSING CARE PLANS 

An integrated care plan: Developing an innovative 
guideline for patient care (Drescher) 54 (Dec 91) 
1265 

Managing burns in children: An intraoperative nurs- 
ing care plan (Zingg) 54 (Sep 91) 568 

NURSING DIAGNOSIS 
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Orientation based on nursing diagnoses: Old con- 
cepts in today’s practice (Anderson) 54 (Oct 91) 
826 

Outpatient surgery documentation: Incorporating 
nursing diagnoses (Poss) 53 (Jan 91) 81 

Nursing, Military see MILITARY NURSING 

NURSING ORGANIZATIONS 

Colorado Nurses’ Association’s annual educational 
seminar. Chautauqua 1991: The tradition contin- 
ues (Holladay) 54 (Oct 91) 843 

National organizations discuss nursing’s role in 
health care reform, nursing practice standards and 
guidelines (Cruz) 53 (Feb 91) 334 

Specialty nursing organizations discuss strategic 
plans, legislative stance, specialty certification 
(Pashley) 53 (Apr 91) 1062 

NURSING PRACTICE — STANDARDS 

National organizations discuss nursing’s role in 
health care reform, nursing practice standards and 
guidelines (Cruz) 53 (Feb 91) 334 

NUTRITIONAL ASSESSMENT 

Determining nutritional status of the elderly surgical 
patient: Steps in the assessment process (EC) 
(Collinsworth) 54 (Sep 91) 622 

OCCUPATIONAL HAZARDS 

AIDS, HIV infection and health care professionals 
(Law) (Morthorst) 54 (Sep 91) 597 

Hand dermatitis: The role of gloves (Fay) 54 (Sep 
91) 451 

High-pressure injection injuries of the hand: 
Surgical treatment, nursing care (Klinger) 54 (Sep 
91) 483 

Symposium VII on the operating room environment: 
Surgeons, nurses, anesthesiologists discuss cur- 
rent issues for the OR (Lehr) 54 (Jul 91) 109 

OINTMENTS 

Vocal cord paralysis: Treatment with Teflon paste 
injections (Swarts) 53 (Jan 91) 62 

OPERATING ROOM INFORMATION SYSTEMS 

Charting OR use: A practical graph to visualize use 
(Dulinski) 53 (Jan 91) 93 

OPERATING ROOM PERSONNEL 

Absentee patterns among OR staff: Identifying 
aspects of the problem (Ragsdale) 53 (May 91) 
1215 

Operating Room Technicians see SURGICAL 
TECHNOLOGISTS 

OPERATING ROOMS — STANDARDS 

OR attire; endoscopic equipment; artificial nails and 
chewing gum in the OR; monitoring patients (CI) 
(Fogg) 54 (Aug 91) 335 

Proposed recommended practices: Aseptic technique 
53 (Feb 91) 480 

Proposed recommended practices: Disinfection 54 
(Jul 91) 75 

Proposed recommended practices: Sanitation in the 
surgical practice setting 54 (Dec 91) 1251 

Proposed recommended practices: Sterilization 54 
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(Jul 91) 82 

Recommended practices: Electrosurgery 53 (Apr 91) 
1022 

OPERATING ROOMS — UTILIZATION 

The critical path system: The road toward an effi- 
cient OR (Grudich) 53 (Mar 91) 705 

Operating room scheduling: Choosing the best sys- 
tem (Breslawski) 53 (May 91) 1229 

OR NURSE DAY 

A museum showcase: Developing a special OR 
nurse week project (Fadako) 54 (Nov 91) 1004 

Organ Donors see TISSUE DONORS 

ORGANIZATIONAL STRUCTURE 

Warming irrigation fluid; sterilizing Esmarch ban- 
dages; organizational structure; OR floor drains; 
terminal cleaning (CI) (Fogg) 53 (Jun 91) 1555 

Orientation Programs, Employee see EMPLOYEE 
ORIENTATION 

OSTOMY 

Home Study Program. The Indiana pouch: A conti- 
nent urinary diversion system (Cavas) 54 (Sep 
91) 494 

OUTCOME AND PROCESS ASSESSMENT 

An integrated care plan: Developing an innovative 
guideline for patient care (Drescher) 54 (Dec 91) 
1265 

Outpatient Surgery see AMBULATORY 
SURGERY 

PAIN 

Pain management for the elderly: Alternative inter- 
ventions (Part IT) (EC) (Thomas) 53 (Jan 91) 126 

PANCREAS — INJURIES 

Pancreatic injuries: Diagnosis, treatment (Jones) 53 
(Apr 91) 917 

PARALYSIS 

Vocal cord paralysis: Treatment with Teflon paste 
injections (Swarts) 53 (Jan 91) 62 

Paralysis, Spastic see CEREBRAL PALSY 

PARLIAMENTARY PRACTICE 

Parliamentary procedure need not be a mystery to 
Congress attendees (Ragona) 53 (Feb 91) 327 

Participatory Management see SHARED GOVER- 
NANCE 

Pastes see OINTMENTS 

Patent Ductus Arteriosus see DUCTUS ARTERIO- 
SUS, PATENT 

PATENTS 

The nurse as inventor: Obtain a patent and benefit 
from your ideas (Rebar) 53 (Feb 91) 468 

Patient Abuse see ABUSE OF PATIENTS 

PATIENT ADMISSION 

Surgical nurse liaison: Expediting the surgical 
admission process (Ryan) 53 (Jun 91) 1529 

PATIENT CARE TEAM 

Teamwork in perioperative nursing: Understanding 
team development, effectiveness, evaluation 
(Farley) 53 (Mar 91) 730 

PATIENT CLASSIFICATION 
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Surgical case acuity: OR managers’ perceptions 
(Faulhaber) 54 (Jul 91) 97 

Patient Discharge see DISCHARGE PLANNING 

PATIENT EDUCATION 

Pediatric orientation program: Hospital tours allay 
children’s fears (Holt) 54 (Sep 91) 530 

Surgical nurse liaison: Expediting the surgical 
admission process (Ryan) 53 (Jun 91) 1529 

PATIENT ORIENTATION 

Pediatric preoperative tours: Successful hospital pro- 
gram expands to community (Avigne) 53 (Jun 91) 
1458 

Patient Outcome Assessment see OUTCOME AND 
PROCESS 

ASSESSMENT 

PATIENT POSITIONING 

Liability for injury resulting from poor patient posi- 
tioning (Law) (Murphy) 53 (Jun 91) 1361 

Managing small ORs; positioning aids; emptying 
suction canisters; flash sterilization of implants; 
bioburden and sterilization (CI) (O’Neale) 54 
(Nov 91) 1063 

Surgical attire; high-level disinfection; laparoscopic 
procedures; electrosurgical safety; OR documen- 
tation (CI) (O’ Neale) 53 (May 91) 1155 

PATIENT RIGHTS 

Patients’ rights vs court orders (Law) (Murphy) 53 
(Mar 91) 794 

PATIENT SAFETY 

Electrosurgical unit safety: The role of the perioper- 
ative nurse (Moak) 53 (Mar 91) 744. Letter 54 
(Aug 91) 202 

Patient Schedules see APPOINTMENTS AND 
SCHEDULES 

Patients, Surgical see SURGICAL PATIENTS 

PEDIATRIC CARE 

Managing burns in children: An intraoperative nurs- 
ing care plan (Zingg) 54 (Sep 91) 568 

Pediatric endoscopic sinus surgery: A new approach 
to chronic sinus disease (Derkay) 54 (Nov 91) 
989 

Pediatric orientation program: Hospital tours allay 
children’s fears (Holt) 54 (Sep 91) 530 

Pediatric preoperative tours: Successful hospital pro- 
gram expands to community (Avigne) 53 (Jun 91) 
1458 

PERIOPERATIVE CARE 

Alzheimer’s disease: Communication techniques to 
facilitate perioperative care (EC) (Tappen) 54 
(Dec 91) 1279 

Perioperative needs of families: Results of a survey 
(Carmody) 54 (Sep 91) 561 

Recommended practices: Documentation of periop- 
erative nursing care 54 (Sep 91) 592 

PERIOPERATIVE NURSING 

Forensic medicine: What the perioperative nurse 
needs to know (Schramm) 53 (Mar 91) 669 

Liability for inaccurate counts; assistant circulators 


(Law) (Murphy) 53 (Jan 91) 157 

OR attire; endoscopic equipment; artificial nails and 
chewing gum in the OR; monitoring patients (CI) 
(Fogg) 54 (Aug 91) 335 

Structure of AORN, definition of perioperative nurs- 
ing being re-examined by Project Teams (Proj 
2000) (Palmer) 54 (Dec 91) 1172 

PERIOPERATIVE NURSING — STANDARDS 

Proposed quality assessment standards for perioper- 
ative nursing 53 (Feb 91) 425 

Proposed recommended practices: Documentation of 
perioperative nursing care 53 (Jan 91) 119 

Proposed standards of perioperative nursing: 
Clinical practice/professional performance 54 
(Oct 91) 809 

Surgical quality assessment: A simplified approach 
(DeLong) 54 (Oct 91) 831 

PERSONNEL MANAGEMENT 

Absentee patterns among OR staff: Identifying 
aspects of the problem (Ragsdale) 53 (May 91) 
1215 

PERSONNEL RECRUITMENT 

Recruitment and retention: Strategies for keeping 
good nurses (Birkenstock) 53 (Jan 91) 110 

PERSONNEL RETENTION 

Recruitment and retention: Strategies for keeping 
good nurses (Birkenstock) 53 (Jan 91) 110 

PERSONNEL STAFFING AND SCHEDULING 

Operating room construction requirements; disin- 
fecting floors; floating nurses (CI) (Fogg) 53 (Feb 
91) 496 

PHYSICIAN-PATIENT RELATIONS 

Surgeons discuss ambulatory surgery, legislative 
concerns, dangers of transfusions, surgical 
advances (Lammers) 53 (Jan 91) 16 

Planning, Strategic see STRATEGIC PLANNING 

Policies, Hospital see HOSPITAL POLICIES 

POLYMERS 

Vocal cord paralysis: Treatment with Teflon paste 
injections (Swarts) 53 (Jan 91) 62 

Positioning of Patients see PATIENT POSITION- 
ING 

POSTOPERATIVE CARE 

Recovery care center: An innovative approach to 
caring for healthy surgical patients (Carr) 53 (Apr 
91) 986 

POSTOPERATIVE COMPLICATIONS 

Nursing assessment, management of delirium in the 
elderly (EC) (Sullivan) 53 (Mar 91) 820 

PREGNANCY, ECTOPIC 

Ectopic pregnancy: Etiology, diagnosis, treatment 
(Vasilev) 54 (Nov 91) 1030 

Pregnant Women see EXPECTANT MOTHERS 

PREOPERATIVE CARE 

The effect of humorous distraction on preoperative 
anxiety: A pilot study (Gaberson) 54 (Dec 91) 
1258 

Pediatric orientation program: Hospital tours allay 
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children’s fears (Holt) 54 (Sep 91) 530 

Preoperative Skin Care see SKIN PREPARATION, 
SURGICAL 

PRESCRIPTIVE AUTHORITY 

Drug Enforcement Administration proposes pre- 
scriptive authority changes; national health insur- 
ance proposed (Legis) (Cruz) 53 (May 91) 1253 

Nursing reimbursement, prescriptive authority, 
AIDS discussed in state legislatures (Legis) 53 
(Apr 91) 1032 

Ohio approves RN first assistant practice, other state 
legislatures address HIV, prescriptive practice 
(Legis) 54 (Oct 91) 858 

Women’s health, fetal tissue, drugs studied; pre- 
scriptive authority, military grades examined; 
health care legislation proposed (Legis) (Cruz) 
54(Jul 91) 132 

PRIVACY, RIGHT OF 

Computer security and data confidentiality 
(Compute) (Schmaus) 54 (Oct 91) 885 

Prizes see AWARDS AND PRIZES 

PROBLEM SOLVING 

The nurse as inventor: Obtain a patent and benefit 
from your ids as (Rebar) 53 (Feb 91) 468 

Process Assessment see OUTCOME AND PRO- 
CESS ASSESSMENT 

PRODUCTIVITY 

The critical path system: The road toward an effi- 
cient OR (Grudich) 53 (Mar 91) 705 

Professional Codes see ETHICS 

PROFESSIONAL COMPETENCE 

Is the National Practitioner Data Bank a boon to 
public safety or Big Brother in disguise? (ed) 

(Palmer) 53 (Jan 91) 10. Letter: 53 (Apr 91) 904 

Proposed standards of perioperative nursing: 
Clinical 

practice/professional performance 54 (Oct 91) 809 

PROFESSIONAL IMAGE 

Image enhancement: Developing a program for peri- 
operative nurses (Morath) 53 (May 91) 1238 

PROJECT 2000 

Advancing perioperative nursing with Project 2000 
(PM) 

(Reeder) 54 (Sep 91) 440 

Board creates Project 2000, adopts statement on the 
environment, proposes dues increase (BR) 
(Pierce) 

53 (Feb 91) 232 

Goals, benefits, costs, member involvement with 
Project Teams (Proj 2000) (Palmer) 54 (Nov 91) 
961 

Presidential Address 53 (Jun 91) 

Project 2000 gets off the ground, recommends stu- 
dent membership (Proj 2000) (Palmer) 54 (Oct 
91) 700 

Structure of AORN, definition of perioperative nursing 
being re-examined by Project Teams (Proj 2000) 
(Palmer) 54 (Dec 91) 1172 
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Visions for the future (PM) (Phippen) 53 (Feb 91) 
228 

PROSTATIC NEOPLASMS 

Transrectal ultrasound: An aid to diagnosing 
prostate 

cancer (Stevens) 53 (May 91) 1166 

PROSTHESIS 

Tracheal reconstruction: Success with a silicone tra- 
cheal prosthesis (Neville) 54 (Sep 91) 470 

PROTECTIVE CLOTHING 

Operating room attire; rinsing gloves; high-level dis- 
infectants; laser instruments; bowel case tech- 
nique (CI) (O’Neale) 53 (Mar 91) 664 

Psychosocial Support see SUPPORT, PS YCHOSO- 
CIAL 

PUBLIC RELATIONS 

A museum showcase: Developing a special OR 
nurse week project (Fadako) 54 (Nov 91) 1004 

QUALITY ASSURANCE 

Aseptic technique adherence never goes out of style 
(O) (Larkin) 54 (Aug 91) 353 

Counts, documentation revisited (Law) (Murphy) 54 
(Oct 91) 875 

Surgical quality assessment: A simplified approach 
(DeLong) 54 (Oct 91) 831 

QUALITY OF HEALTH CARE 

Is the National Practitioner Data Bank a boon to 
public safety or Big Brother in disguise? (ed) 
(Palmer) 53 (Jan 91) 10. Letter: 53 (Apr 91) 904 

READING 

Jewelry, air exchanges, and personal reading materi- 
al in the OR; home laundering of scrub clothes; 
handling recently sterilized packages (CI) (Fogg) 
54 (Oct 91) 880 

Records see DOCUMENTATION Recruitment, 
Personnel see PERSONNEL RECRUITMENT 

RECTUM 

Transrectal ultrasound: An aid to diagnosing 
prostate cancer (Stevens) 53 (May 91) 1166 

Reimbursement, Health Insurance see INSUR- 
ANCE, HEALTH, 

REIMBURSEMENT 

RELAXATION 

Trying to be less serious (Ed) (Palmer) 54 (Aug 91) 
199 

RESEARCH 

Aging research and its influences on health care 
(EC) (Williams) 54 (Jul 91) 118 

Research Reviews 53 (Jan 91) 170 

Research Reviews 53 (Apr 91) 1066 

Research reviews 54 (Aug 91) 369 

Research Reviews 54 (Oct 91) 891 

RESEARCH, NURSING, CLINICAL 

Absentee patterns among OR staff: Identifying 
aspects of the problem (Ragsdale) 53 (May 91) 
1215 


Coordinating clinical research: A collaborative 
approach for perioperative nurses (Kemp) 53 (Jan 
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91) 104 

The effect of humorous distraction on preoperative 
anxiety: A pilot study (Gaberson) 54 (Dec 91) 
1258 

Perioperative needs of families: Results of a survey 
(Carmody) 54 (Sep 91) 561 

Surgical outpatient concerns: What every periopera- 
tive nurse should know (Caldwell) 53 (Mar 91) 
761 

Responsibility see ACCOUNTABILITY 

RESUSCITATION, CARDIOPULMONARY 

Cardiopulmonary resuscitation drug therapy (Pharm) 
(Shafer) 54 (Nov 91) 1070 

Retention of Employees see PERSONNEL RETEN- 
TION 

RETROPERITONEAL SPACE 

Retroperitoneal approach to abdominal aortic 
aneurysm: 

Positive outcomes for patient and nurse (Bensen) 53 
(Jan 91) 42. Correction 53 (Mar 91) 692 

RHEUMATIC HEART DISEASE 

Cardiac valve repair: Experiences in Saudi Arabia 
(MacNeil) 53 (Apr 91) 976 

Right of Privacy see PRIVACY, RIGHT OF 

RIGHT TO DIE 

An explanation of the durable power of attorney for 
health care (Law) (Murphy) 53 (May 91) 1267 

RN FIRST ASSISTANT 

AORN fights mandatory AIDS testing, urges consis- 
tent nonphysician provider reimbursement; US 
Congress debates health care issues (Legis) 
(Cruz) 54 (Dec 91) 1273 

First assistant issue continues to be studied; 
Medicare changes made at end of 101st Congress 
(Legis) (Cruz) 53 (Mar 91) 811 

A history of the RN first assistant reimbursement 
issue (Legis) (Cruz) 53 (Jun 91) 1536 

Ohio approves RN first assistant practice, other state 
legislatures address HIV, prescriptive practice 
(Legis) 54 (Oct 91) 858 

Senate passes bill requiring disclosure of health care 
workers’ HIV status; RN first assistant reimburse- 
ment issue continues (Legis) (Cruz) 54 (Sep 91) 
607. Correction 54 (Oct 91) 884 

Symposium VII on the operating room environment: 
Surgeons, nurses, anesthesiologists discuss cur- 
rent issues for the OR (Lehr) 54 (Jul 91) 109 

Rules of Order see PARLIAMENTARY PRAC- 
TICE 

SAFETY 

Sterile processing; instrument safety; instrument 
counts; aseptic technique (CI) (O’Neale) 53 (Jan 
91) 146 

Safety, Patient see PATIENT SAFETY 

SALARIES AND FRINGE BENEFITS 

State views on family and medical leave, advanced 
nursing practice, AIDS 53 (Legis) (Jan 91) 134 

SANITATION 
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Proposed recommended practices: Sanitation in the 
surgical practice setting 54 (Dec 91) 1251 

SAUDI ARABIA 

Cardiac valve repair: Experiences in Saudi Arabia 
(MacNeil) 53 (Apr 91) 976 

On returning from the Persian Gulf: Reflections of a 
perioperative nurse (Little) 54 (Oct 91) 800 

Schedules, Patient see APPOINTMENTS AND 
SCHEDULES 

Scheduling and Staffing, Personnel see PERSON- 
NEL 

STAFFING AND SCHEDULING 

Scholarships see TRAINING SUPPORT, FINAN- 
CIAL 

SCOLIOSIS 

Adult lumbar scoliosis: Treatment with combined 
anterior-posterior spinal fusion (Gaehle) 54 (Sep 
91) 546 

SECURITY MEASURES 

Computer security and data confidentiality 
(Compute) (Schmaus) 54 (Oct 91) 885 

Sedatives see HYPNOTICS AND SEDATIVES 

SEMINARS AND WORKSHOPS 

Colorado Nurses’ Association’s annual educational 
seminar. Chautauqua 1991: The tradition contin- 
ues (Holladay) 54 (Oct 91) 843 

SHARED GOVERNANCE 

Shared governance for nursing: Part I. Creating the 
new organization (Porter-O’Grady) 53 (Feb 91) 
458 

Shared governance for nursing: Part II. Putting the 
organization into action (Porter-O’Grady) 53 
(Mar 91) 694 

SHOULDER — SURGERY 

Discharge instructions: Advice for knee, shoulder 
arthroscopy outpatients (Lilliott) 54 (Nov 91) 
1015 

Sickle Cell Anemia see ANEMIA, SICKLE CELL 

SILICONES 

Tracheal reconstruction: Success with a silicone tra- 
cheal prosthesis (Neville) 54 (Sep 91) 470 

Simulations see GAMES AND SIMULATIONS 

SINUSITIS 

Pediatric endoscopic sinus surgery: A new approach 
to chronic sinus disease (Derkay) 54 (Nov 91) 
989 

SKIN DISEASES 

Home Study Program. Mastocytosis: Perioperative 
considerations (Goins) 54 (Dec 91) 1227 

SKIN PREPARATION, SURGICAL 

Preoperative shaves; sterile item expiration dates; 
surgical hand scrubs; ambulatory surgery stan- 
dards of care; surgical specimens (CI) (O’ Neale) 
54 (Sep 91) 604 

Surgical attire; high-level disinfection; laparoscopic 
procedures; electrosurgical safety; OR documen- 
tation (CI) (O’ Neale) 53 (May 91) 1155 

SMOKING 
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Operating room attire; rinsing gloves; high-level dis- 
infectants; laser instruments; bowel case tech- 
nique (CI) (O’ Neale) 53 (Mar 91) 664 

Socialized Medicine see NATIONAL HEALTH 
PROGRAMS 

Societies, Nursing see NURSING ORGANIZA- 
TIONS 

SODIUM BICARBONATE 

Sodium bicarbonate with local anesthetics (CI) 
(Watson) 53 (Apr 91) 1058 

SOFTWARE 

Evaluating computer-assisted instructional software 
for the OR (Compute) (Schmaus) 54 (Dec 91) 
1297 

SPECIMEN HANDLING 

Preoperative shaves; sterile item expiration dates; 
surgical hand scrubs; ambulatory surgery stan- 
dards of care; surgical specimens (CI) (O’ Neale) 
54 (Sep 91) 604 

SPINAL FUSION 

Adult lumbar scoliosis: Treatment with combined 
anterior-posterior spinal fusion (Gaehle) 54 (Sep 
91) 546 

SPINAL NERVES 

Selective dorsal rhizotomy: Reducing spasticity in 
patients with cerebral palsy (Walker) 54 (Oct 91) 
759 

SPLEEN 

Splenic salvage vs splenectomy: Care of the trauma 
patient (Hansen) 53 (Jun 91) 1519 

Sponges, Surgical see SURGICAL SPONGES 

SPOUSE ABUSE 

Domestic violence: Identification, assessment, inter- 
vention (Moss) 53 (May 91) 1158 

STAFF DEVELOPMENT 

Developing a creative in-service education program 
(PI) (Evans) 53 (Mar 91) 806 

Staffing and Scheduling, Personnel see PERSON- 
NEL 

STAFFING AND SCHEDULING 

Sterility see INFERTILITY 

STERILIZATION AND DISINFECTION 

Jewelry, air exchanges, and personal reading materi- 
al in the OR; home laundering of scrub clothes; 
handling recently sterilized packages (CI) (Fogg) 
54 (Oct 91) 880 

Managing small ORs; positioning aids; emptying 
suction canisters; flash sterilization of implants; 
bioburden and sterilization (CI) (O’ Neale) 54 
(Nov 91) 1063 

Operating room attire; rinsing gloves; high-level dis- 
infectants; laser instruments; bowel case tech- 
nique (CI) (O’ Neale) 53 (Mar 91) 664 

Operating room construction requirements; disin- 
fecting floors; floating nurses (CI) (Fogg) 53 (Feb 
91) 496 

OR attire; endoscopic equipment; artificial nails and 
chewing gum in the OR; monitoring patients (CI) 


(Fogg) 54 (Aug 91) 335 

Preoperative shaves; sterile item expiration dates; 
surgical hand scrubs; ambulatory surgery stan- 
dards of care; surgical specimens (CI) (O’Neale) 
54 (Sep 91) 604 

Proposed recommended practices: Disinfection 54 
(Jul 91) 75 

Proposed recommended practices: Sterilization 54 
(Jul 91) 82 

Sterile processing; instrument safety; instrument 
counts; aseptic technique (CI) (O’Neale) 53 (Jan 
91) 146 

Surgical attire; high-level disinfection; laparoscopic 
procedures; electrosurgical safety; OR documen- 
tation (CI) (O’ Neale) 53 (May 91) 1155 

Warming irrigation fluid; sterilizing Esmarch ban- 
dages; organizational structure; OR floor drains; 
terminal cleaning (CI) (Fogg) 53 (Jun 91) 1555 

Storerooms see MATERIALS MANAGEMENT 

STRATEGIC PLANNING 

Advancing perioperative nursing with Project 2000 
(PM) 

(Reeder) 54 (Sep 91) 440 

Goals, benefits, costs, member involvement with 
Project Teams (Proj 2000) (Palmer) 54 (Nov 91) 
961 

Leaders in perioperative nursing convene to discuss 
their vision of the future, the specialty, AORN 
(Rothrock) 53 (Feb 91) 312 

Project 2000 gets off the ground, recommends stu- 
dent membership (Proj 2000) (Palmer) 54 (Oct 
91) 700 

Specialty nursing organizations discuss strategic 
plans, legislative stance, specialty certification 
(Pashley) 53 (Apr 91) 1062 

Structure of AORN, definition of perioperative nurs- 
ing being re-examined by Project Teams (Proj 
2000) (Palmer) 54 (Dec 91) 1172 

STRESS, PSYCHOLOGICAL 

Emotional distress as a basis for claims (Law) 
(Murphy) 54 (Aug 91) 342 

SUCTION 

Managing small ORs; positioning aids; emptying 
suction canisters; flash sterilization of implants; 
bioburden and sterilization (CI) (O’Neale) 54 
(Nov 91) 1063 

SUPPORT, PSYCHOSOCIAL 

Surviving traumatic head injury requires support (O) 
(Caballero) 53 (Jan 91) 167 

Surgery Complications see POSTOPERATIVE 
COMPLICATIONS 

SURGERY, EYE 

Glaucoma: Classifications, treatment options, patient 
care (Martinelli) 54 (Oct 91) 743 

Levator aponeurosis surgery: Surgical correction for 
blepharoptosis (Langseth) 54 (Oct 91) 731 

SURGERY, GYNECOLOGIC 

Emotional responses to infertility: Understanding 
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patients’ needs (Millard) 54 (Aug 91) 301 

Home Study Program. Endometrial ablation with 
rollerball electrode: An alternative to hysterecto- 
my (Jackson) 54 (Aug 91) 265. Correction 54 
(Oct 91) 890 Letter 54 (Nov 91) 960 

Surgery, Laser see LASER SURGERY 

Surgery, Outpatient see AMBULATORY 
SURGERY 

SURGICAL DRAPING 

Surgical attire; high-level disinfection; laparoscopic 
procedures; electrosurgical safety; OR documen- 
tation (CI) (O’ Neale) 53 (May 91) 1155 

SURGICAL EQUIPMENT AND SUPPLIES 

Angioscopy: New developments in vascular surgery 
(Fogarty) 53 (Mar 91) 725 

Controlling inventory: A cooperative system 
between the OR and materiels management 
(Robinson) 53 (May 91) 1209 

Counts, documentation revisited (Law) (Murphy) 54 

(Oct 91) 875 

Increasing multipuncture laparoscopic instrument 
longevity (PI) (Deardorf) 54 (Aug 91) 357 

Managing small ORs; positioning aids; emptying 
suction canisters; flash sterilization of implants; 
bioburden and sterilization (CI) (O’ Neale) 54 
(Nov 91) 1063 

Operating room attire; rinsing gloves; high-level dis- 
infectants; laser instruments; bowel case tech- 
nique (CI) (O’ Neale) 53 (Mar 91) 664 

OR supply storage takes on a new look (PI) (Moss) 
54 (Oct 91) 868 

Preoperative shaves; sterile item expiration dates; 
surgical hand scrubs; ambulatory surgery stan- 
dards of care; surgical specimens (CI) (O’ Neale) 
54 (Sep 91) 604 

Proposed recommended practices: Care of instru- 
ments, scopes, and powered surgical instruments 
54 (Aug 91) 316 

OR attire; endoscopic equipment; artificial nails and 
chewing gum in the OR; monitoring patients (CI) 
(Fogg) 54 (Aug 91) 335 

Proposed recommended practices: Protective barrier 
materials for surgical gowns and drapes 54 (Aug 
91) 330 

Recommended practices: Cleaning and processing 
anesthesia equipment 53 (Mar 91) 775 

Sterile processing; instrument safety; instrument 
counts; aseptic technique (CI) (O’Neale) 53 (Jan 
91) 146 

Surgical attire; high-level disinfection; laparoscopic 
procedures; electrosurgical safety; OR documen- 
tation (CI) (O’ Neale) 53 (May 91) 1155 

SURGICAL PATIENTS 

Determining nutritional status of the elderly surgical 
patient: Steps in the assessment process (EC) 
(Collinsworth) 54 (Sep 91) 622 

Emotional responses to infertility: Understanding 
patients’ needs (Millard) 54 (Aug 91) 301 
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Home Study Program. Insulin-dependent diabetes: 
Its effect on the surgical patient (Kelly) 54 (Jul 
91) 60 

SURGICAL SPONGES 

Liability for inaccurate counts; assistant circulators 
(Law) (Murphy) 53 (Jan 91) 157 

SURGICAL TECHNOLOGISTS 

Absentee patterns among OR staff: Identifying 
aspects of the problem (Ragsdale) 53 (May 91) 
1215 

Symposium VII on the operating room environment: 
Surgeons, nurses, anesthesiologists discuss cur- 
rent issues for the OR (Lehr) 54 (Jul 91) 109 

TEAM BUILDING 

Teamwork in perioperative nursing: Understanding 
team development, effectiveness, evaluation 
(Farley) 53 (Mar 91) 730 

Teamwork see PATIENT CARE TEAM 

TEMPERATURE 

Surgical attire; high-level disinfection; laparoscopic 
procedures; electrosurgical safety; OR documen- 
tation (CI) (O’S «aie) 53 (May 91) 1155 

TISSUE BANKS 

Recommended practices: Surgical tissue banking 53 
(Mar 91) 768 

TISSUE DONORS 

Living related lung transplantation: A new dimen- 
sion in single lung transplantation (Kirchner) 54 
(Oct 91) 703 

TOOTH — INJURIES 

Avulsed teeth: Management during anesthesia 
induction, surgery (Krasner) 53 (Apr 91) 998 

TRACHEOSTOMY 

Tracheal reconstruction: Success with a silicone tra- 
cheal prosthesis (Neville) 54 (Sep 91) 470 

TRAINING SUPPORT, FINANCIAL 

AORN scholarship program 54 (Nov 91) 1056 

Transplantation, Lung see LUNG TRANSPLAN- 
TATION 

TRAUMA 

Splenic salvage vs splenectomy: Care of the trauma 
patient (Hansen) 53 (jun 91) 1519 

Tubal Pregnancy see PREGNANCY, ECTOPIC 

Ultrasonic Diagnosis see DIAGNOSIS, ULTRA- 
SONIC 

UNIFORMS 

OR attire; endoscopic equipment; artificial nails and 
chewing gum in the OR; monitoring patients (CI) 
(Fogg) 54 (Aug 91) 335 

Surgical attire; high-level disinfection; laparoscopic 
procedures; electrosurgical safety; OR documen- 
tation (CI) (O’ Neale) 53 (May 91) 1155 

UNIVERSAL PRECAUTIONS 

AIDS issues are political, professional, personal 
(PM) (Reeder) 54 (Oct 91) 692 

URETERAL DISEASES 

Flexible ureteroscopy: Patient care, indications 
(Cubler-Goodman) 54 (Dec 91) 1211 
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URINARY DIVERSION 

Camey procedure: A continent urinary diversion 
technique (Rauscher) 54 (Jul 91) 34 

Home Study Program. The Indiana pouch: A conti- 
nent urinary diversion system (Cavas) 54 (Sep 
91) 494 

UTERINE HEMORRHAGE 

Home Study Program. Endometrial ablation with 
rollerball electrode: An alternative to hysterecto- 
my (Jackson) 54 (Aug 91) 265. Correction 54 
(Oct 91) 890 Letter 54 (Nov 91) 960 

VASOCONSTRICTOR AGENTS 

Hemodynamic effects of vasoactive infusions 
(Pharm) (Penn) 54 (Sep 91) 613 

VASODILATOR AGENTS 

Hemodynamic effects of vasoactive infusions 
(Pharm) (Penn) 54 (Sep 91) 613 

Vasopressor Agents see VASOCONSTRICTOR 
AGENTS 

Video Production see AUDIOVISUAL PRODUC- 
TION 

VIETNAM 

Wartime nursing: One nurse’s experience in 
Vietnam (Hartl) 53 (May 91) 1193 

VIOLENCE 

Domestic violence: Identification, assessment, inter- 
vention (Moss) 53 (May 91) 1158 

Vocal Cords see GLOTTIS 

VOLUNTEER WORKERS 

Increasing job satisfaction by being a volunteer (O) 
(Howard) 53 (Mar 91) 802 

VAR 

On returning from the Persian Gulf: Reflections of a 
perioperative nurse (Little) 54 (Oct 91) 800 

Perioperative nurses showed courage and commit- 
ment in meeting the challenges of Desert Storm 
(PM) (Reeder) 53 (May 91) 1134 

Wartime nursing: One nurse’s experience in 
Vietnam (Hartl) 53 (May 91) 1193 

Wife Abuse see SPOUSE ABUSE 

Wilm’s Tumor see NEPHROBLASTOMA 

WIT AND HUMOR 

The effect of humorous distraction on preoperative 
anxiety: A pilot study (Gaberson) 54 (Dec 91) 
1258 

WITNESS, LEGAL 

The nurse as an expert witness (Law) (Zuffoletto) 54 
(Nov 91) 1066 

WOMEN’S HEALTH SERVICES 

Women’s health, fetal tissue, drugs studied; pre- 
scriptive authority, military grades examined; 
health care legislation proposed (Legis) (Cruz) 54 
(Jul 91) 132 

Work Satisfaction see JOB SATISFACTION 

Workshops see SEMINARS AND WORKSHOPS 


RUTH E. GILBERT, MLS 





Decedent Affairs Office 
Helps Families, Hospital 


A hospital’s centralized decedent affairs office 
(DAO) can provide families of deceased 
patients with clear information and guide the 
decision-making process concerning autopsy 
and organ donation. According to an article in 
the Sept 11, 1991, issue of the Journal of the 
American Medical Association, a DAO can 
improve public relations with a decedent’s 
family, increase compliance with state and fed- 
eral laws, increase organ donations, and devel- 
op better risk management programs. 

The article, which explains the development 
of a DAO at The University of Texas Medical 
Branch, Galveston, states that the increase in 
autopsies that result from a successful DAO 
can improve quality assessment and education- 
al opportunities. According to the article, hos- 
pital autopsies were important in the past in 
identifying disease and leading to treatment 
development. The number of autopsies per- 
formed has decreased steadily, from 50% of in- 
hospital deaths in 1950 to 13% today. 

A centralized DAO with established policies 
and procedures can increase the possibility that 
family members will consent to an autopsy. 
The DAO at The University of Texas Medical 
Branch has eight staff members who provide 
24-hour services, seven days a week. All DAO 
staff members are trained as autopsy techni- 
cians and in DAO procedures, including state 
laws on death and body disposition, medical 
examiner jurisdiction, and grief counseling. 
The DAO officer identifies the next of kin, 
completes necessary paperwork, requests 
organ donations, transports the body and 
belongings, requests autopsy consent, and con- 
tacts the funeral home if necessary. 

According to the article, skin and organ 
donations have increased steadily since the 
DAO opened in 1984. The eye bank is now 
one of the largest in Texas and receives more 
than 100 eye donations per year. 





